@ Suran/SpaceFox/SportVan Current Flow Diagram No. 1/ 1 


1.61 engine , CCRA 
From January 2011 


05.2012 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 1/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C _ Altemator 
CP Weltage regulator 
$162 Fuse 1 (30), jn battery fuse holder 
S163 Fuse 2 (30), iffbattery fuse holder 
$164 Fuse 3 (30), in battery fuse holder 
S177 Fuse 5 (30), in batteryduse holder 
$180 Fuse 8 (30), in battery fue holder 
: S267 Fuse 9 (30), in battery fuseholder 
F S268 Fuse 10 (30), in battery fuse folder 
T1j Single connector 4 
T2ak 2-pin connector, in engine compartment 
TZar 2-pin connector 5 


308 wa Misa 


( 1) Earth strap, battery - body 
( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


Only models with air conditioning system 
“2 Only models with automated manual Gearbox 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
un 2) 6B OM or orange 
TTT «=r pink 
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7 


23 


24 


25 


26 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Ignition/starter switch 
D___Ignition/starter switch 
J53._— Starter motor relay 


J217 
J393 
R 
s¢2 
‘SCI 
T8a 
T8t 
T90 
123a 
T80b 


(B272 


(B298 | 


{B518 


Automatic gearbox control unit 
Convenience system central control unit 
Radio 

Fuse,2 on fuse holder C 

Fuse 901 Tisecholder C 

&-pin connector 

&-pin connector 

9-pin connector 

23-pin connector 

80-pin connector 


Positive connection (30), in main wiring famess 


Positive connection 2 (30), in main wiring haffess 


Connection (86s), in main wiring hamess 


Only models with automated manual gearbox 
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37 on fuse holder B, Fuse 38 on fuse holder B, Fuse 40 on 
fuse holder B, Fuse 42 on fuse holder B 


Fuse 26 on fuse holder B, Fuse 30 on fuse holder B, Fuse 


F4 Reversing light switch 
J53_— Starter motor relay 
J234 Airbag control unit 


in ia = oe 4J301 Air conditioning system control unit 
sw sw ow swige J339 X contact relief relay 2 
J695 Starter motor relay 2 
$B26 Fuse 26 on fuse holder B 
$B30 Fuse 30 on fuse holder B 
SB37_ Fuse 37 on fuse holder B 
SB38_ Fuse 38 on fuse holder B 
= 3 2a SB40 Fuse 40 on fuse holder B 
$B42_ Fuse 42 on fuse holder B 
Eee pe Be T2al_ 2-pin connector 
18d _8-pin connector, behind dash panel, centre 
- T90 9-pin connector 
pe pba 260 fea T9p 9-pin connector 
T9q_9-pin connector 
T10F 10-pin connector 
T14a_14-pin connector, on left in engine compartment 
75a_75-pin connector 
(8273) Positive connection (15), in main wiring hamess 
‘ i 
ow ew sw ow = 
(L76) Connection (87), in air conditioning system wiring hamess 
= Only models with air conditioning system 
oll -2 Only models with automated manual gearbox 
yf a ios 2 
rg 3 4 Wot 
g 
15 0% 099 
wah swht sve 
ws = white 
sw = black 
ro = red 
rt red 
br = brown 
gn = green 
ol blue 
gr = grey 
li purple 
vi purple 
ge = yellow 
= nS oninge 
Tem «= rs = pink 
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Fuse 27 on fuse holder B, Fuse 28 on fuse holder B, Fuse 
33 on fuse holder B, Fuse 34 on fuse holder B, Fuse 44 on 
fuse holder-B ~Fuse 45 on fuse holder B 


sey $B27 Fuse 27 on fuse holder B 
«f SB28 Fuse 28 on fuse holder B: 
2 


SB33 Fuse 33 on fuse holder B 
SB34 Fuse 34 on fuse holder B 
B44 Fuse 44 on fuse holder B 


(sis ie 1 sis 0s 
lve wie a ble ye ge tew SB45_ Fuse 45 on fuse holder 8 


F Ti6a_16-pin connector 
| é | = (8299) Positive connection 3 (30), in main wiringhamess 
7 ab 


— 
— 
ae 


\ eas bes = 
i T T (8316) Positive connection 2 (30a) in main wiring amness 
( i SBes ies Bae i B27 SB2e S 2 
‘ta ‘ta ws ‘om ay A = 6 
| | | if (8350) Positive connection 1 (87a) in main wiring hatness 
Wasa Vesa Vesa ‘a W272 nes = 
} { (8634) Positive connection 2 (87), in main wiring haress 
f = Diagnostic connection 
| q 2 Only models with air conditioning system 
I 1 ! 4 
‘I | 1 I § y 
I ; ; ; 
Dot ot 
| 1 ot ot 
I I 1 i 
10 40 15 15 
cts vs rvs cs 
[ [ 
i ! i i 
I 1 
I 1 
I 1 q ws = white 
l rt j sw = black 
ro. = red 
rt = red 
br = brown 
gn = green 
bl = blue 
gr = grey 
i purple 
vi = purple 
ge = yellow 
a 4 6 4 4 4 4 5 st o 6 6 65 56 oe = orange 
rT «rs = pink 
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Lambda probe, Lambda probe after catalytic converter, 
Engine control unit 


Current Flow Diagram 


G39 Lambda probe 
130 Lambda probe after catalytic converter 
yisce Yreoa Yrecs reve yre08 J217 Automatic gearbox control unit 
a 20 var a4 25 J301 Air conditioning system control unit 
J623_ Engine control unit 
T4ah 4-pin connector 
T4q 4-pin connector - 
T8d —8-pin conmeétor, behind dash panet Gentre 
T1OF 10+phi connector 
: T80q°"80-pin connector 
2 J80b  80-pin connector 
OS. oe Gee 05 es (B729) Connection 1 (50), in main wiring harness 
orisw for on viisw ttisw db 
= Only models with air conditioning system 
“2 Only models with automated manual gearbox 
T4q T4q 
A} | Gas AJ] cis0 
4q 4q yi4ah haald [Ted 
2 
18 08 i025 
burt onisw isw sw 8 
mm ke ws = white 
J301 J217 sw black 
= ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
7 58 oe «8 6 6 7 8 6 7 or orange 
TT rs. pink 
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pump for cold start 


Gi7 
G79 
Gi85 
J217 
J623 
J879 
T2ag 
T2dv 
Ter 
Tod 
Ti4a 
T380a 
T80b 
v263 


(12) 


Ambient temperature sensor, Accelerator position sender, 
Accelerator position sender 2, Engine control unit, Fuel 

4 rea ) 

fy 


Wreoa 
a3 


(379) 


25 
or 
Ke 
| oy vo” 
mn 2 8 % % 68 7 7% 72 oO 8 8 88 & 
Pa MTTTTRT 


Ambient temperature sensor 
Accelerator position sender 
Accelerator position sender 2 
Automatic gearbox control unit 
Engine control unit 

Control unit for interactive system 
2-pin connector 

2-pin connector 

6-pin connector 

10-pin connector 

14-pin connector, on left in engine compartment 
80-pin connector 

80-pin connector 

Fuel pump for cold start 


Earth point, on left in engine compartment 


Earth connection 14, in main wiring hamess 


For models with interactive system 
Only models with automated manual gearbox 
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Fresh air blower and radiator fan relay, Engine control unit 


Je23 J209 Fresh air blower and radiator fan relay 
J623 Engine control unit 
® T9c 9-pin connector 
Ves02 Visca Wre0a T80a_80-pin connector 
122 ns er 


(B315) Positive connection 1 (30a) in main wiring harness 


(B320) APositivé Coiiinection.6 (30a) in main wiring hamess 


Only models with automated-qjanual gearbox 
*2 Only models with no air conditiofiiag system 
“3 Only models with air conditioning system 


ws = White 

sw = black’ 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 
6 «6 7 «8 eo mm % 28 8 8 8 8 OF 98 or orange 

TT os pink 
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Cold start device relay, Radiator fan 2nd speed relay, 
Engine control unit, Cold start valve, Activated charcoal filter 
solenoid valve 1 


ida 
13 


bige 


J41 
J101 
J623 

N17 

N80 
T2ac 
T2ae 
T9d 
T9e 
Ti4a 
T80a 


(B322 


Cold start device relay 
Radiator fan 2nd speed relay 

Engine control unit 

Cold start valve 

Activated charcoal filter solenoid valve 1 

2-pin connector 

2-pin connector 

9-pin connector 

9-pin connector 

14-pin connector, on left in engine compartment 
80-pin connector 


Positive connection:8 (30a) in.main wiring hamess 


Positive connection 4 (87a) in main wiring amess 


Only models with air conditioning system 
Only models with automated manual gearbox 
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Brake light switch, Clutch pedal switch, Brake pedal switch, 
Fuel pump relay, Engine control unit 


F Brake light switch 
F36 Clutch pedal switch 
Wisos Wise Yre0s Yrecs Wreoe Vreca F47 Brake pedal switch 
51 (23 (28 mo 38 29 G65 High-pressure sender 
J17 Fuel pump relay 
J104 ABS control unit 
0.35 05 5 4.0 J217 Automatic gearbox control unit 
swignswirt ag J234 Airbag control unit 


J365 Air conditioning system switch-off relay 
J393_ Convenience system central control unit 


ane , J446 Parking aid control unit 
us : J623 Engine control unit 
a r 73) 3-pin connector 


T4l_ 4-pin connector 
T4m 4-pin connector 
T9q 9-pin connector 
19} 9-pin connector 
T16a_16-pin connector 
T16e 16-pin connector 
123a_23-pin connector 
738a_38-pin connector 
T7Sa_75-pin connector 
T80a_80-pin connector 
T80b 80-pin connector 


(8277) Positive connection 1 (15a) in main wiring hamess 
(8335) Connection 1 (54), in main wiring hamess 


(B625) Connection (K-diagnosis wire), in main wiring hamess 


Only models with air conditioning system 
*2 Diagnostic connection 
*3 Only models with automated manual gearbox 


08 03 «05085088 ies Sawa 
swan, bivs blvs gtve lw og soins 

ro red 

rt red 

[ T16e 80D br brown 

rea @vi2 N49 gn = green 

486 Yass 2n7 bl blue 

% or grey 

ii purple 

vi purple 

ge = yellow 

re a es or orange 
TTT rs pink 
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3 3 
Ja7 J217 
300 y'Te0o 
t 13 
0.35 035 0.35 0.35 
orisw orsw —orfor orfor 


035 «035 «(0350s 0850s 
orsw orsw —orsw —acor_—orftr oor 
. L.| 
Jae tbe 
white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
Pe en ee) 


orange 
pink 


J104 
J217 
J234, 
J623 
N39 
T2de 
T2df 
T3ae 
T38a 
T75a 
T80a 
T80b 
v7 


(378 ) 


oyoEngine control Unit, Radiator fan series resistor, Radiator 
fan 


ABS control unit 

Automatic gearbox control unit 
Airbag control unit 

Engine control unit 
Radiator fan series resistor 
2-pin connector 

2-pin connector 

3-pin connector 

38-pin connector 

75-pin connector 

80-pin connector 

80-pin connector 

Radiator fan 


Earth connection 13, in main wiring hamess 


Earth point 1, on front of left longitudinal member 


Connection 1 (powertrain CAN bus, high), in maig§wiring hamess 


Connection 1 (powertrain CAN bus, low), in niain wiring harness 


Only models with no air conditioning system 
Only models with air conditioning systest 
Only models with automated manual Gearbox 
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Je23 
yes Y'ra0s yc ‘Pres Yreva Preos Wreoa roca rece Yrs0a Wreca WPreca 
is7 jas a5 les ms 0 ||es ra nt az nr ie 
05 (05 05 (05 05 05 10 035 05 05 05 
br or vit gr o ge ws blsw vgn brvi Ss wsisw 
ee Va S 
" 0 ida 
Jess Ges ay 
05 
bl 
|. Teb te Teo | |Teb 
133 2 1 4 “3S 
3 
G2e 
Ges Gis7 Gree 
410 1420—=*— 3G T1821 1B 
PTT 


white 
black 
red 

red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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Engine speed sender, Throttle valve drive for electric 
throttle, Throttle valve drive angle sender 1 for electric 
throttle, Throttle valve drive angle sender 2 for electric 
throttle, Engine control unit 


G28 Engine speed sender 
G65 _ High-pressure sender 
S186 “Throttle Valve Ufite for electric throttle 
o'G187 Throttle valve drive andlésender 1 for electric throttle 
G188 Throttle valve drive angle sérider 2 for electric throttle 
J365 Air conditioning system switch-offtelay 
J623_ Engine control unit 3 
J695 Starter motor relay 2 % 
13a 3-pin connector 
73) 3-pin connector 
Tébd 6-pin connector ‘ 
T9q 9-pin connector 
T9p 9-pin connector 
Ti4a_14-pin connector, on left in engine compartment @ 
T80a_80-pin connector 
(E56 ) Connection 1, in injection system wiring hamess 
= Only models with air conditioning system 
2 Only models with automated manual gearbox 
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05 
anor 
T4a 
yi 
I 
P P 
Q Q 
035 035 0.38 
biws live bliws 
(ie ee 
Sha" JB 
155186187 1630164185 1858167188 


Speedometer sender, Engine control unit, Ignition 


transformer, Spark plug connector, Spark plugs 


G22 
J104 
J393 
J623 
N152 
P 
Q 
T3i 
T4a 
Ti4a 
1234 
75a 
80a 


( 340 


(B464, 


Speedometer sender 
ABS control unit 

Convenience system central control unit 

Engine control unit 

Ignition transformer 

Spark plug connector 

Spark plugs 

3-pin connector 

4-pin connector 

14-pin connector, on left in engine compartment 
23-pin connector 

75-pin connector 

80-pin connector 


Earth connection 2, in injection system wiring hamess 


Connection (speed signal), in main wiring hamess 


05.2012 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 1/ 14 


k Coolant temperature sender, Engine control unit, Injector, 
joe cyliider 1, Injector, cylinder 2, Injector, cylinder 3, Injector, 
) cylinder 4%: 


G62__ Coolant fémperature sender 
J623 Engine control unit 

N30 Injector, cylindér,1 

N31_ Injector, cylinder2. 

N32__ Injector, cylinder 3 

N33__ Injector, cylinder 4. Z 
T2ceq 2-pin connector 
T2e 2-pin connector 
T2f 2-pin connector 
12g 2-pin connector 
T2h 2-pin connector 
T14a_14-pin connector, on left iff engine compartment 
T80a 80-pin connector g 


179 158 


vilor 


(8351) Positive connection 2 (87) in main wiring hamess 


08 08 
bls ows 
f 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
ee ee a i i or orange 
mT os pink 
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U 80a v B0a y7203 y7203 
fame (a 60 162 


cn a a a 


ws = white 
sw = black 
ro red 
rt red 
br browi 
gn careen 

__ blo blue 
or grey 
li purple 
vi purple 
ge = yellow 
or orange 
rs pink 


Hall sender, Intake air temperature sender, Knock sensor 1, 
Intake manifold pressure sender, Engine control unit 


G40 
G42 
G61 
G71 
J623 
T2i 
T3n 
T4e 
T80a 


(331 


Hall sender 
Intake air temperature sender 
Knock sensor 1 

Intake manifold pressure sender 
Engine control unit 

2-pin connector 

3-pin connector 

4-pin connector 

80-pin connector 


Earth connection, in injection system wiring hamess 


Connection 2, in injection system wiring hamess 
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switt 


Current Flow Diagram 


60 
‘swige 


25 
swige 


197198 = 199-2001 02s OC 


206 


207 


208 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Fuel gauge sender, Fuel system pressurisation pump, X- 
contact relief relay 


G 
G6 
J59 

J339 


Fuel gauge sender 

Fuel system pressurisation pump 
X-contact relief relay 

X contact relief relay 2 

4-pin connector 

6-pin connector 

9-pin connector 


) Earth point, near fuel pump 


Earth point, on left in luggage compartment 


Earth connection 1, in main wiring harness 


) Earth connection 7, in main wiring hamess 


Earth point, under the centre console near gear stick 


) Positive connection (87), in main wiring hamess 


Positive connection 4 (30), in main wiring hamess 


Connection 1 (75), in main wiring harness 


Only models with automated manual gearbox 
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Handbrake warning switch, Brake fluid level warning contact 


@) FQ Handbrake waming switch 
F34 Brake fluid level waming contact 
G65_ High-pressure sender 
J217 Automatic gearbox control unit 
T2ai 2-pin connector 
T2v 2-pin connector 
73) pin connector 
T16a_16-pin connector 
T80b 80-pin connector 


é 367 ) Earth connection 2, in main wiring hamess 


pat 

(377) Earth connection 12, in main wiring hamess 
ae 
~ 

(605) Earth point, on top end of steering column 


(606) Earth point, under the centre console near gear stick 


Diagnostic connection 
2 Only models with air conditioning system 
-3 Only models with automated manual gearbox 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
20-2122 or orange 


TET «= S= pink 
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Oil pressure switch, Control unit in dash panel insert, Dash 
panel insert, Alternator warning lamp, Oil pressure warning 
lamp, Reserve fuel warning lamp, Brake system warning 
lamp, Malfunction warning lamp, Electronic power control 
fault lamp 


Kas K122, K121 F22 Oil pressure switch 


J285 g J285 Control unit in dash panel insert 


) K Dash panel insert 
"U2,K2__ Alternator warning lamp 


— 


K&, Oil pressure warning lamp 

ene ie K43Coolant temperature warning lamp (too cold) 
K105_ Reserve fuel warning lamp 

K118_ Brake system warning lamp 


a a K121_ Malfuinetion waming lamp 


29 he rio 132. Electrofiic power control fault lamp 
< Tila Single coAnector 


T14a_14-pin corinector, on left in engine compartment 
732a_32-pin connector 


035 (035 0:35 0.35 036 0.36 0.36 
oo gnisw br brisy sw boirt 


T14a | 
Bid FEE) 4 pz 


ct 
ws = white 
- sw = black 
ro Ted 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
2s OTB Pe ne ee ee ee eee) or orange 
ITT os pink 
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285 


322 


32a 


can 


245 


247 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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Fuel gauge, Coolant temperature gauge, Rev. counter, 
Speedometer, Control unit in dash panel insert, Dash panel 


insert 


Gi 

G3 
GS 
G21 


Fuel gauge 

Coolant temperature gauge 

Rev. counter 

Speedometer 

Control unit in dash panel insert 

Air conditioning system control unit 

Dash panel insert 

8-pin connector, behind dash panel, centre 
10-pin connector 

32-pin connector 


) Positive connection 7 (30a) in main wiring hamess 


Only models with air conditioning system 
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1.61 engine , CFZA 
From January 2011 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 


. ape =o qe C  Altemator 
C1 Voltage regulator 
: $162 Fuse 1 (30), in battery fuse holder 
2 Ee : S163 Fuse 2 (30), in battery fuse holder 


2s 1.0 J $164 Fuse 3 (30), in battery fuse holder 


S177 Fuse 5 (30), in battery fuse holder 
$180 Fuse 8 (30), in battery fuse holder 
S268 Fuse 10 (30), in battery fuse holder 


S267 Fuse 9 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 


Sist hSi77 phSieo S267 jhsz6e T2ar 2-pin connector 


jaa Moo 5A 


( 1) Earth strap, battery - body 
( 49 ) Earth point, near ..., near battery 
(507 ) Threaded connection (30), on battery fuse holder 


Only models with automated manual gearbox 
2 Only models with air conditioning system 


A 
ws = White 
sw =Sblack 
To red 
rt red 
bp brown 
son green 
bl blue 
or grey 
li purple 
(@) w= puple 
d ge = yellow 
cn a or orange 
TENOR «=r pink 
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0.36 


gelsw geisw —ge/sw 
a 
A 
R 
40 25 
15 
sw 
1B3 183 
7 3 2 
30 0 D b 
£ | | Hs } SC2 SCo 
fl = E a | 5A ‘0a 
Ba Ti Ba Tea rea a op 
2 5 4 i 
75 50 86s 
05 05 15 
nsw w swt t 
/r200 
pee 
J217 
15 18 7 18 192 20 ot 2 B 25 26 ar 28 
PEETETRT 


white: 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


(B272 


Ignition/starter switch 
D___Ignition/starter switch 
J53_— Starter motor relay 
J217 Automatic gearbox control unit 
J393 Convenience system central control unit 
R_ Radio 
$C2_ Fuse 2 on fuse holder C 
SC9_ Fuse 9 on fuse holder C 
8a _8-pin connector 
T8f,, 8-pin connector 
T90°4-pin connector 
123a 23:pin connector 
T80b 80-fih connector 
Positivé‘connection (30), in main wiring harness 


Positive corifiection 2 (30), in main wiring hamess 


Connection (86s), in main wiring hamess 


Only models with automated manual gearbox 


05.2012 


Suran/SpaceFox/SportVan Current Flow Diagram No. 2/ 4 


Fuse 26 on fuse holder B, Fuse 30 on fuse holder B, Fuse 
37 on fuse holder B, Fuse 38 on fuse holder B, Fuse 40 on 
fuse holder B, Fuse 42 on fuse holder B 


15 
sw 


10 


aaas 0.38 
Tisw rtisw 


29 


20 


at 


32 


36 


a7 


38 


39 


40 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


F4 
J53 
J234 
J301 
J339 
J695 
SB26 
SB30 
SB37 
SB38 
SB40 
SB42 
Tal 
Td 
T90 
Top 
T9q 


Reversing light switch 
Starter motor relay 

Airbag control unit 

Air conditioning system control unit 

X contact relief relay 2 

Starter motor relay 2 

Fuse 26 on fuse holder B 

Fuse 30 on fuse holder B 

Fuse 37 on fuse holder B 

Fuse 38 on fuse holder B 

Fuse 40 on fuse holder B 

Fuse 42 on fuse holder B 

2-pin connector 

8-pin connector, behind dash panel, centre 
9-pin connector 

9-pin connector 

9-pin connector 

10-pin connector 

75-pin connector 


Positive connection (15), in main wiring hamess 


Connection (87), in air conditioning system wiring harness 


Only models with air conditioning system 
Only models with automated manual gearbox 
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Fuse 27 on fuse holder B, Fuse 28 on fuse holder B, Fuse 
33 on fuse holder B, Fuse 34 on fuse holder B, Fuse 44 on 
fuse holder B, Fuse 45 on fuse holder B 


Current Flow Diagram 


g 


= 


Fa 


4 
$B (8 
g 


ee 


ry 
bs) 
i 


Sm é 
£ 


SB27 
SB28 
SB33 
SB34 
SB44 
SB45, 
76a 


{B299) 


Fuse 27 on fuse holder B 
Fuse 28 on fuse holder B 
Fuse 33 on fuse holder B 
Fuse 34 on fuse holder B 
Fuse 44 on fuse holder B 
Fuse)45,0n fuse holder B 
16-pin connector 


Positive connection 3 (30), iff‘main wiring hamess 


Positive connection 2 (30a) in main wifiag hamess 


(8350) Positive connection 1 (87a) in main wiring hatness 


F 


cn 
qe 


Positive connection 2 (87), in main wiring hamess. 


Diagnostic connection 
Only models with air conditioning system 


a 
§ 
— eG 
et 
3+(B) 

we\s 


ee 
cee 


1540 6018 
itws ws c ws niws ot a rt a 
1 I 
1 q : 
1 I 
1 I 
4 4 
© > 
sw = blak. 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 4 4 4 4 4 4 5 St 8 8 5 8 58 or orange 
TOOT «= os, pink 
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Lambda probe, Lambda probe after catalytic converter, 
Engine control unit 


Yrecs Yreva a0 
i fizo 725 
035 035 
brisw ocr 
aq rsa 
A| | Gas 
r4q baa 
15 
ure 
Teo 
We 
J27 
Ca ee en 68 


G39 
G130 
J217 


Lambda probe 
Lambda probe after catalytic converter 
Automatic gearbox control unit 

Engine control unit 

4-pin connector 

4-pin connector 

80-pin connector 

80-pin connector 


) C6rngction 1 (50), in main wiring hamess 


Only modeléwith automated manual gearbox 
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Ambient temperature sensor, Accelerator position sender, 
Accelerator position sender 2, Engine control unit 


Current Flow Diagram 


Je23 
( 3) G17 Ambient temperature sensor 
Accelerator position sender 
Vaca ‘80a Wreoa Wreoa Wreoa Wreoa Wreca Wre0a Accelerator position se 
128 2 45 i 19 33 ie Automatiesearbox con 
ExQine control unit 
Control unit for interactive system 
2pin connector 
6-pin connector 
10-pin connector 
14-pin connector, on left in engine compartment 
80-pin connector 
25 25 05 05 08 05 08 08 ei connectag 
4 Hi re ea ) Earth point, on left in engine compartment 
Earth connection 14, in main wiring hamess 
- For models with interactive system 
ae Waa se Mee Whee ee 2 Only models with automated manual gearbox 
© i "AS Saye 2 
Gries Gra 
25 0s 25 60 
or br ob 
800 fr2qv 
0 
daz | 4 | Giz ‘gas 
= : 
av a 
i ws = white oF 
os 25 sw = black 
oe or ro red 
rt red 
br = brown 
Tos gn = green 
we bl blue 
J879 or grey 
ti purple 
@® vi purple 
ge = yellow 
n 2m 3 fh 6 6 7 7% 7 6 8 2 283 or = orange 
TENET =o pink 
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Engine control unit, Radiator fan series resistor, Radiator 
fan 


Current Flow Diagram 


0.35 035 (0.35 0.35 
orisw orsw oor orfor 


E 


25 40 
High tor 


for 
76a tsea a q383 |. T38e 
Ris NIG NTE NE A 3 
Jaa S10 234 S108 * 
v7 


|. gee 


2 
iC) i | Nos 
2de 20f 4 r2dt 
E fi 
vr 
ws = white 
ee sw = black 
br ro = red 
rt = red 
br = brown 
gn = green 
bl = blue 
gr = grey 
i purple 
3) vi = purple 
ge = yellow 
68 of 8 8 0 of & 8 oF rr) or = orange 
remem «= rs = pink 


J104q ABS Controbunity 


‘$9217 Automatic gearbox CoAtral unit 


J234 Airbag control unit 9 
J623. Engine control unit We 
N39__ Radiator fan series resistor 
T2de 2-pin connector 

T2df 2-pin connector 

T3ae 3-pin connector 

738a_38-pin connector 

T7Sa_75-pin connector 

T80a_80-pin connector 

T80b 80-pin connector 

V7 Radiator fan 


(378 ) 


Earth connection 13, in main wiring hamess 


Earth point 1, on front of left longitudinal member 


Connection 1 (powertrain CAN bus, high), in main wirigg hamess 


Connection 1 (powertrain CAN bus, low), in main wing harness 


Only models with no air conditioning system 
2 Only models with air conditioning system = 


*3 Only models with automated manual gearbox > 
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Radiator fan 2nd speed relay, Engine control unit, Activated 
charcoal filter solenoid valve 1 


G65 _ High-pressure sender 
J101 Radiator fan 2nd speed relay 
aoa Wreoa Wreoa Wre0a J217 Automatic gearbox control unit 
rn ee ee 1 J365 Air conditioning system switch-off relay 


J623_ Engine control unit 
J695 Starter motor relay 2 

N80 Activated charcoal filter solenoid valve 1 
TZae 2-pin connector 

13) 3-pin connector 

T9d  9-pin connector 

9a 9-pin connector 

T9¥ 99-pin connector 


——-e 


sf ae T14a_f¥&pin connector, on left in engine compartment 
1 os T80a_80-piftgonnector 
T80b_ 80-pin connector 
(8322) Positive conniéstion 8 (30a) in main wiring hamess 
~ Only models with’ir conditioning system 
“2 Only models with détomated manual gearbox 
13) be Les Zz 


SwTi4a Ges = Jg65 217 
ng > a 


ws = white 

sw = black 

ro = red 

rt red 

% br brown 
gn = green 

~0bl blue 

or grey 

ti purple 

vi purple 

ge = yellow 

rT ee ee or = orange 
TET «rs, pink 
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Brake light switch, Clutch pedal switch, Brake pedal switch, 
Fuel pump relay, Engine control unit 


Current Flow Diagram 


u T80a 
123 


0.38 
big 


J393 234 


. (23a t 75a 


2 yes 


0.38 
bis 


035 08 085 white 
ive ors bisw hele 
red 
red 
rice 
le Wie wes Ey 
2 uae J217 gl 
4 2 blue 
it grey 
purple 
purple 
yellow 
Pn ers orange 
rer pink 


F 
F36 
F47 
G65 
J17 
J104 
J217 
J234 
J365 
J393 
J446 
J623 
3) 
Tal 
Tam 
T9q 
T9j 
Tiéa 
Ti6e 
123a 
738a 
T75a 
T80a 
T80b 


(B277) 
{B335) 


(B625) 


“2 
a 


Brake light switch 
Clutch pedal switch 

Brake pedal switch 

High-pressure sender 

Fuel pump relay 

ABS control unit 

Automatic gearbox control unit 

Airbag control unit 

Air conditioning system switch-off relay 
Convenience system central control unit 
Parking aid control unit 

Engine control unit 

3-pin connector 

4-pin connector 

4-pin connector 

9-pin connector 

9-pin connector 

16-pin connector 

16-pin connector 

23-pin connector 

38-pin connector 

75-pin connector 

80-pin connector 

80-pin connector 


Positive connection 1 (15a) in main wiring harness 


Connection 1 (64), in main wiring harness 


Connection (K-diagnosis wire), in main wiring hamess 


Only models with air conditioning system 
Diagnostic connection 
Only models with automated manual gearbox 
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Fresh air blower and radiator fan relay, Engine control unit 


J209 Fresh air blower and radiator fan relay 
J623- Engine control unit 
T9c 9-pin connector 


rao Trace Ta0a_80-pin connector 
fia 127 
NAC Wagen AG g (8315) Positive connection 1 (30a) in main wiring hamess 
‘ (8320) Positive connection 6 (30a) in main wiring hamess 
= Only models with automated manual gearbox 
2 Only models with air conditioning system 
1.0 1.0 2 
ftisw sw 


10 io 
ftisw sw 

ws = white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

vi purple 

ge = yellow 

Pe or orange 
eT os pink 
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Engine speed sender, Throttle valve drive for electric 
throttle, Throttle valve drive angle sender 1 for electric 


throttle, Throttle valve drive angle sender 2 for electric 
( ) throttle, Engine control unit 
u uU uU uU 
10a Wre0a ie 7 
fcr ass fae Es a Frome (ame (Hae G28 Engine speed sender 


G186 Throttle valve drive for electric throttle 
G187 Throttle valve drive angle sender 1 for electric throttle 
G188 Throttle valve drive angle sender 2 for electric throttle 
J301 Air conditioning system control unit 
J623 Engine control unit 
035. agar’ ; 13a 3-pin connector 
via ON Sisw No Téb 6-pin connector 
: T8d —8-pin connector, behind dash panel, centre 
J10F 10-pin connector 
T8Qq_80-pin connector 


z 


( E56 }“Gonnection 1, in injection system wiring hamess 


: = Onlysmodels with air conditioning system 


g Ted 
A 4 
05 0s 
bt onisw 
Teo feb S| leo 
2 1 Ne iy 
0 
J301 


1410 -142=— 143 14k_( BG AT B41 1521S 
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@ 


Suran/SpaceFox/SportVan 


a 
Sor 
J: 
@ ke 
ay Wa 
7 
ba 
= 
i 035 0.35 0.35 
J104 J393 
a 


Current Flow Diagram: 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Speedometer sendér, Engine control unit, Ignition 


No. 2/ 13 


transformer, Spark plug,connector, Spark plugs 


G22 
J104 
J393 
J623 
N152 
P 
Q 
T3i 
T4a 
Ti4a 
23a 
38a 
80a 


( 340 


(B464, 


Speedometer sender 
ABS control unit 

Convenience system centraiicontrol unit 

Engine control unit 

Ignition transformer 2 

Spark plug connector 

Spark plugs 

3-pin connector 

4-pin connector 

14-pin connector, on left in engine Sompartment 
23-pin connector 

38-pin connector 

80-pin connector 


Earth connection 2, in injection system wiring hamess 


Connection (speed signal), in main wiring hamess 


05.2012 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 2/ 14 


Coolant temperature sender, Engine control unit, Injector, 
cylinder 1, Injector, cylinder 2, Injector, cylinder 3, Injector, 


5 cylinder 4 

( U U U U U ) G62 Coolant temperature sender 
80a T80a 803 Taos 80a J623 Engine control unit 
173 53 73 168 174 


N30 Injector, cylinder 1 
N31 Injector, cylinder 2 
N32__ Injector, cylinder 3 
N33__ Injector, cylinder 4 
T2cq 2-pin connector 
T2e 2-pin connector 
T2f 2-pin connector 
12g 2-pin connector 
T2h 2-pin connector 
T14a_ 14-pin connector, on left in engine compartment 


si T80a__80-pin connector 
(8351) Positive connection 2 (87a) in main wiring hamess 
Hn 


05 
biws 


ws = white 
sw = black 

ro red 

rt red 

br brown 

gn = green 

- bl blue 

4 or grey 

ii purple 

s vi purple 

ge = yellow 

1 0707117 THC CTSA 79180 tet 182 or orange 
eT os pink 
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Hall sender, Intake air temperature sender, Knock sensor 1, 
Intake manifold pressure sender, Engine control unit 


J623 
G40 Hall sender 
G42__ Intake air temperature sender 
Wrsos rece V7203 Vr20a G61 Knock sensor 1 
og gg! (60 62 G71 _ Intake manifold pressure sender 
og J623 Engine control unit 
oo ah T2i 2-pin connector 
T3n 3-pin connector 


T4e 4-pin connector 
T80a_80-pin connector 


(331) Earth connection, in injection system wiring hamess 
ows" (E57) Connection 2, in injection system wiring hamess 


q 
ql 
q 
ql 
3 0s 08 3 
= ign lon 
A 
q 
ql 
i g 
ql 
e ws 


ca a a a a a or 
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No. 2/ 16 


Current Flow Diagram 


05 05 05 05 
ot bo t sw 


14) 14) 


oT 


4 14} 
A 


03 «03515 15 05 


Fuel gauge sender, Fuel system pressurisation pump, X- 
contact relief relay 


G Fuel gauge sender 
G6 Fuel system pressurisation pump 
J59 X-contact relief relay 

J339_X contact relief relay 2 

T4j 4-pin connector 

Téd 6-pin connector 
60 28 T9q 9-pin connector 
geisw  gelsw = 


\ 21 jadzarth: 


int, near fuel pump 


) Earth point, on left ffriuggage compartment 


ing harness 


). Earth connection 1, in main ¥ 


( 372 ) Earth connection 7, in main wiring farness 


(606 ) Earth point, under the centre console Rear gear stick 


(8275) Positive connection (87), in main wiring hamess 


(B300) Positive connection 4 (30), in main wiring‘hamess 


(8346) Connection 1 (75), in main wiring hames$: 


= Only models with automated manual gearbox 


197 198-199-200 sat DNB 


205 
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Handbrake warning switch, Brake fluid level warning contact 


FQ Handbrake waming switch 
F34 Brake fluid level waming contact 
G65_ High-pressure sender 

J217 Automatic gearbox control unit 
T2ai 2-pin connector 

T2v 2-pin connector 


13) 3-pin connector 
035 035 os 038 T16a_16-pin connector 
bait bit bit brit 780b 80-pin connector 
(367) Earth connection 2, in main wiring hamess 
~, 
ai hav a0 (377) 
4 i Az ee) 
Fu Fe Jei7 ~~ 
(id 1 2 (605 ) Earth point, on top end of steering column 7%, 
(22 rs 7 
ral Fs 
= Diagnostic connection 
ae an °2 Only models with air conditioning system 
be be “3. Only models with automated manual gearbox 
40 035 «15 «(0505S 
a a a a a es 
3 
A: 
tea tea 
4 Ges 
= 7 = Ht 2 
at o22ssitSCSSCHSSC«CTSCi«iNB:SC«‘i SSCS 
Saal 
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Oil pressure switch, Control unit in dash panel insert, Dash 
panel insert, Alternator warning lamp, Oil pressure warning 
lamp, Reserve fuel warning lamp, Brake system warning 


K lamp, Malfunction warning lamp 
F22 Oil pressure switch 
Kas Krgz Ki21 J285 Control unit in dash panel insert 
des K Dash panel insert 
K2  Altemator warming lamp 
( © ) K3__ Oil pressure warning lamp 


K43 Coolant temperature warning lamp (too cold) 
ie < ie ea K105 Reserve fuel waming lamp 
K118 Brake system waming lamp 
K121 Malfunction waming lamp 
—t = z = 2 K132_ Electronic power control fault lamp 
ia Wa fie hee ee he? fio? Tla__ Single connector 
T14a 14-pin connector, on left in engine compartment 
732a 32-pin connector 


035 «(035 0:35 0:36 0.35 0.35 036 
obs gnsw be brisw ow boirt 
T14a 
i 
05 F 
Conisw g 


ws = white 
Fn xe ’ sw = black 

ro = red 

rt red 

br = brown 

on = green 

bl blue 

or = grey 

fi purple 

vi purple 

ge = yellow 

Ee ee ee ee ee ee ee eee) or = orange 
ToT «= rs = pink 
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Fuel gauge, Coolant temperature gauge, Rev. counter, 
Speedometer, Control unit in dash panel insert, Dash panel 


insert 
- GI Fuel 
uel gauge 
= = ee ies G3 Coolant temperature gauge 
a [ ® ® G5 Rev. counter 
ee G21 Speedometer 
J285 Control unit in dash panel insert 
( ® J301 Air conditioning system control unit 
K Dash panel insert 
T8d _8-pin connector, behind dash panel, centre 
T10F 10-pin connector 
32a 32-pin connector 
T= Ta2a aa aa (8321) Positive connection 7 (30a) in main wiring hamess 
4 ~ 
| ~ Only models with air conditioning system 
0.25 036 0.35 0.35 
or sw orisw orto 
ws = white 
sw = black 
ro = red 
rt red 
Tot br = brown 
pe gn = green 
bl blue 
gr = grey 
ti purple 
vi purple 
ge = yellow 
zo 280A AZ (HSH KD 25028 or = orange 
TTT rs. pink 
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Convenience system 
From January 2011 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 3/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
Cc Atemator 
C1 \<¥6itage regulator 
4623. Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j_ Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


1) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 or orange 
rs pink 
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Ignition/starter switch, X-contact relief relay 


D___Ignition/starter switch 
J59 X-contact relief relay 


J217 Automatic gearbox control unit 
J339 X contact relief relay 2 

J623- Engine control unit 

Téd 6-pin connector 


se " T8a 8-pin connector 


T10h 10-pin connector 
| | i I 80D £0-pin connector 
(8272) Positive connection (30), in main wiring hamess 


y 
a 


\B275) Positive connection (87), in main wiring hamess 


{B298) Positivé%eonnection 2 (30), in main wiring hamess 


_—— (8300) Positive connection 4 (30), in main wiring hamess 


(B301) Positive connection 5430), in main wiring hamess 


a Tea Yea 
(cen (3 — 
%5 Gs = 
(8346) Connection 1 (75), in main wiring hamess 
os 40 05 = 
or sw swt 


Connection 1 (50), in main @ring harness 


= Only models with automated manual gearbox 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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Convenience system central control unit, Driver side 
window regulator motor, Front passenger side window 
regulator motor 


J393. Convenience system central control unit 
J623 Engine controcunip 
R Radio" 

T2ay2-pin connector 
Fav 2-pin connector 

T4k 4-pin connector, in front left door 

T4n 4-pin connector, in front right door 

T8f &-pin connector 
Ti6a_16-pin connector 
723a 23-pin connector 
147. Driver side window regulator motor 
148. Front passenger side window regulator motor 


(370 ) Earth connection 5, in main wiring harness 


(606 ) Earth point, under the centre console near gear stick 


(B625) Connection (K-diagnosis wire), in main wiring hamess 


Diagnostic connection 


40 03s 05 
br br br 


05 035 «(0.86 
biws = bliws b/g 


16a D, 
kK 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 0 m8 2 8 &@ © © F 6 © 4 4 42 or orange 
TNT os pink 
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‘teas Driver door power latching system contact switch, 

_ Convenience system central control unit, Rear left window 
( regulator motor, Rear right window regulator motor, Driver 
door power latching motor 


F338 Driver door power latching system contact switch 
J393_ Convenience system central control unit 
T2bf 2-pin connector 
T2bg 2-pin connector 
T4k 4-pin connector, in front left door 
T4y 4-pin connector, in rear right door 
T4z 4-pin connector, in rear left door 

: Téj _6-pin connector 

%% T12c 12-pin connector 

10 % T21a 21-pin connector, in front left door 

723a _23-pin connector 

V26 Rear left window regulator motor 

27 Rear right window regulator motor 

302. Driver door power latching motor 


302 


¢ ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 4 4 4 4 4 4 5 St 8 8 5 8 58 or orange 
TONER «os pink 
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Front left window regulator switch, Rear left window 


regulator switch, in driver door, Rear right window regulator 
( switch, in driver door, Front right window regulator switch in 
ye 1% Wi23 ie 1 driver door, Driver side interior locking switch, Convenience 
f ; F ‘ 
system central control unit 
£40 _ Front left window regulator switch 
£53 Rear left window regulator switch, in driver door 
E55 Rear right window regulator switch, in driver door 
ae woe E81 Front right window regulator switch in driver door 
errs r VolKE950erDriver side interior locking switch 
«S J393 Convefifénce system central control unit 
0 53 Window regulator switch illumination bulb 
% L99 Interior lock switcH’dlumination bulb 
> T4ai 4-pin connector 
yata Brzta T4s 4-pin connector 
T 9) T4t 4-pin connector 
T12e 12-pin connector 
T21a_ 21-pin connector, in front left door 
723a 23-pin connector Z 
03s (0.35 (R37) Connection 1 (window regulator), ir-griver door wiring harness 
ris itl e B 
es Qi is ies m ye fa 
ry a , oo 
4a E55 4s Les E150 
in fy =] 
0.35 % = 
or 
| | ws 
03s 035085 0.85 sw o 


arb! 


grin gril 


1 || 


aril 


87 58 69 60 et 2 cy 6 ca 
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Rear window regulator isolation switch, Mirror adjustment 


293 : 
{ © changeover switch, Convenience system central control 
Rear window regulator isolation switch 
351 Mirror adjustment changeover switch 
Oa Folding exterior mirror control unit 
2 Convenience system central control unit 
, q ee! 6-pin connector 
5 05 , 
vilsw wi swol wie J0-pin connector 
T2spin connector 
21a 21a 21a rata 18-pip connector 
Aa ng 14 21-pirtgonnector, in front left door 
Earth corifiection 2, in drive side door wiring harness 


05 05 05 05 05 05 
wi! i 


n 
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Current Flow Diagram 


05 40 0s 
or br br 
T5s 21> 
05 0.35 
viws = vi wisw ib wins or br 
ter tse tar Ter Ter Tau 
i 3 v2 4 5 D 
vag V7 List 
85 86 er 88 Ee) 20 1 2 3 95 


Window regulator switch in front passenger door, 
Convenience system central control unit, Window regulator 
switch illumination bulb, Driver side turn signal repeater 
bulb, Driver side mirror adjustment motor 


Window regulator switch in front passenger door 
Convenience system central control unit 
Window regulator switch illumination bulb 

» Dsiyer side tur signal repeater bulb 

2-pin @ongector 
4-pin conneéter. 


5-pin connector, in frégt left door 
21-pin connector, in fronteft door 
21-pin connector, in front Fight door 
23-pin connector z& 
Driver side mirror adjustment fiotor 
Driver side mirror adjustment métor 


Earth connection 1, in main wiring-harness 


Earth point, under the centre consolé:near gear stick 


Connection (mirror adjustment), in driver door wiring harness 


Only models with no electrically adjustable exterior mirrors 
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Convenience system central control unit, Front passenger 
side turn signal repeater bulb, Front passenger side mirror 
adjustment motor 


em central control unit 
jum signal repeater bulb 


fe 393. Convenience sy: 
432" Front passenger’ 
T2eh 2-pin connector ; 
Tst _5-pin connector, in front right ddan, 
Téu__&-pin connector 
T21b 21-pin connector, in front right door 
T23a_23-pin connector %, 
25 Front passenger side mirror adjustment motér, 
V150_ Front passenger side mirror adjustment motor 


{ 368 ) Earth connection 3, in main wiring harness 


Earth point, under the centre console near gear stick 


(8724) Connection (central locking unlocked), in main wiring flames 


05 05 10 10 10 


ge ge ge 


= Only models with no electrically adjustable exterior mi 


Zo 
2 
‘ 
a 


rate 


——— 


| rate 


wow ws vw 


v25 180 Lig2 
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10 
ge 
T20) 


| 


V307 


t2dh | T20tr" 
w id 


T2a1 
Wi 


Eo 


Vva08 


P8109, 


113 


114 


150116 


119 


120 


121 


123 


1260128128 


J393 
T2dh 
T2di 
T2dj 
Tan 
Tén 
Téq 
T12b 
303 
307 
308 


(8720) 


Convenience system central control unit, Front passenger 
door power latching motor, Rear left power latching motor, 
Rear right power latching motor 


Convenience system central control unit 
2-pin connector 

2-pin connector 

2-pin connector 

4-pin connector, in front right door 

6-pin connector, in rear right door 

6-pin connector, in rear left door 

12-pin connector 

Front passenger door power latching motor 
Rear left power latching motor 

Rear right power latching motor 


Connection 1 (central locking), in main wiring harness 


Connection 2 (central locking), in main wiring harness 


Connection 3 (central locking), in main wiring harness 


) Cofinection 4 (central locking), in main wiring harness 


Connégtion 2 (central locking), in rear left door wiring hamess 


tion 1 (central locking), in rear right door wiring hamess 


C6hnection 2 (central locking), in rear right door wiring hamess 
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Rear left window regulator switch, in door, Rear right 


as window regulator switch, in door, Convenience system 
( ® central control unit, Window regulator switch illumination 
jee 6 Volkan yi bulb 


won oF » E52 Rear left window regulator switch, in door 

oe a E54 Rear right window regulator switch, in door 
59 J393. Convenience system central control unit 

L53 Window regulator switch illumination bulb 
T4aa 4-pin connector 
T4ab 4-pin connector 
Tém pin connector, in rear right door 

Tép 6-pin connector, in rear left door 
T12c 12-pin connector 


(8340) Connection 1 (68d), in main wiring hamess 


03 46035 OS 
br ttn = grige ise arige © giige rise) grige «| gtige 98 br rtign 


T42a ff tsaa yes = | T4ab Taab 


8 
ws = white 

y sw = black 

ro red 

rt red 

Ese Lss E62 Lss bes brown 

gn = green 

bl blue 

gr = grey 

fi purple 

vi purple 

ge = yellow 

Pa ne en ee ee ee ne) or = orange 
TTT os pink 
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Driver door contact switch, Front passenger door contact 

switch, Rear left door contact switch, Rear right door contact 
switch, Convenience system central control unit, Rear left 
1282 reading light, Rear right reading light 


F2 Driver door contact switch 
F3 Front passenger door contact switch 
F10 Rear Jefirdodr Centatrswitch 
F11 Rear right door contact switch 
4363 Convenience system central control uriit 
Tic Single connector 
Tid _ Single connector 
Tio Single connector 
Tip Single connector 
T3al_3-pin connector 
T3am_ 3-pin connector 
23a 23-pin connector 
W11_ Rear left reading light 
W12 Rear right reading light 


(375 ) Earth connection 10, in main wiring harness 


(8278) Positive connection 2 (15a) in main wiring hamess 


08 15 16 05 
swibl  swibl_—swibl_—swibl 
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ws = white 
sw = black 
i ro red 
rt red 
br = brown 
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ge = yellow 
141 11182 1531S or orange 
TERT «=. pink 
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Driver vanity mirror contact switch, Front passenger vanity 
mirror contact switch, Convenience system central control 
unit, Front interior light, Luggage compartment light, Front 
passenger side illuminated vanity mirror, Driver side 
illuminated vanity mirror 


F147 
F148 
J393 
T2di 
T2dm 
T2dn 
T2do 
T2dt 
T3e 
T12b 
wi 
W3 
Wwi3 
wi4 


Driver vanity mirror contact switch 
Front passenger vanity mirror contact switch 
Convenience system central control unit 

2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

3-pin connector 

12-pin connector 

Front interior light 

Luggage compartment light 

Front passenger reading light 

Front passenger side illuminated vanity mirror 
Driver side reading light 

Driver side illuminated vanity mirror 


Earth connection 9, in main wiring harness 


Positive connection 3 (30a) in main wiring hamess 
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180 
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red 
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Anti-theft alarm and vermin repellent system contact switch, 
Anti-theft alarm ultrasonic sensor, Horn or dual tone horn, 
Convenience system central control unit 


F120 
G209 
H1 
J393 
J917 
T2ab 
T2z 
T4i 
T12b 
Ti6a 
T16d 


(13 


Anti-theft alarm and vermin repellent system contact switch 
Anti-theft alarm ultrasonic sensor 

Hom or dual tone hom 

Convenience system central control unit 
Control unit for lighting and wiper functions 
2-pin connector 

2-pin connector 

4-pin connector 

12-pin connector 

16-pin connector 

16-pin connector 


Earth point, on right in engine compartment 


Earth connection 2, in main wiring harness 


Earth connection 6, in main wiring harness 


Earth point, on top end of steering column 


Earth point, under the centre console near gear stick 


Connection 1, in main wiring harness 


Connection 5, in main wiring hamess 


Diagnostic connection 
Only models with automated manual gearbox 
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white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


G22 
J104 
5234 
J393 

R 

T3i 

T8t 
T12b 
Tl4a 
123a 
T38a 
T75a 


(B464) 


(B518) 
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Convenience system central control unit 


Speedometer sender 

ABS control unit 

Airbag control unit 

Convenience system central control unit 
Radio 

3-pin connector 

8-pin connector 

12-pin connector 

14-pin connector, on left in engine compartment 
23-pin connector 

38-pin connector 

75-pin connector 


Connection (speed signal), in main wiring hamess 


Connection (868)ig,main wiring hamess 


5 
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U T12b y T23a, 
5 1B 
15 15 25 05 40 
wisn swine fs getsw a 


swign swins 


036 (05 05 036 
swign  swign  swiws"@ swiws 


197198 S199 20020102 


203 


204 


205 


206 


207 


208 
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Convenience system central control unit 


J393 
sc2 
sc4 
sci 
Sci2 
sci4 
SCi6 
$c22 
T12b 
123a 


(B630) 


(B631 


Convenience system central control unit 
Fuse 2 on fuse holder C 

Fuse 4 on fuse holder C 

Fuse 11 on fuse holder C 

Fuse 12 on fuse holder C 

Fuse 14 on fuse holder C 

Fuse 16 on fuse holder C 

Fuse 22 on fuse holder C 

12-pin connector 

23-pin connector 


Positive connection (left tum signal bulb), in main wiring hamess 


Positive connection (right tum signal bulb), in main wiring hamess 
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216 


217 


219 


221 


222 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Anti-dazzle interior mirror button, Reversing light switch, 
Anti-dazzle interior mirror warming lamp, Automatic anti- 
dazzle interior mirror 


E386 
F4 
J17 
Ki87 
S827 
SB37 
SB38 
SB39 
SB48 
T2al 
T3¢ 
Téac 
T9j 
Tiéa 
us 


Anti-dazzle interior mirror button 
Reversing light switch 

Fuel pump relay 

Anti-dazzle interior mirror warming lamp 
Fuse 27 on fuse holder B 

Fuse 37 on fuse holder B 

Fuse 38 on fuse holder B 

Fuse 39 on fuse holder B 

Fuse 48 on fuse holder B 

2-pin connector 

pin connector 

6-fir.connector 

9 -pin Cannector 

16-pin cofnector 

12.V socket 

Automatic anti-dazzle interior mirror 


Positive connectién (15), in main wiring hamess 
Positive connection #,(15a) in main wiring hamess 


Positive connection 3 0), in main wiring hamess 


Positive connection 2 @0a) in main wiring harness 


) Connection 2 (64), in main wiring hamess 


Diagnostic connection 
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Yah 
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228 
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230 


231 


232 


234 


236 
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Rear lid release switch, Rear lid contact switch, Rear lid 
central locking motor 


E165 
Fil 
T2cm 
T2dk 
TS 
Téad 
V53 


( 50 ) 


( 98 ) 


{B318) 


(B468) 


Rear lid release switch 
Rear lid contact switch 
2-pin connector 
2-pin connector 


5-pin connector, behind rear left side trim, near wheel arch 


6-pin connector 

Rear lid central locking motor 

Earth point, on left in luggage compartment 
Earth connection, in rear lid wiring hamess 


Positive connection 4 (30a) in main wiring hamess 


Connection 4, in main wiring harness 
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Fuel gauge, Rev. counter, Speedometer, Control unit in 
dash panel insert, Dash panel insert, Alternator warning 
K a e i 
lamp, Left turn signal warning lamp, Right turn signal 
& Ss x cS warning lamp, Alarm system warning lamp 


Zz Zz © © G1 Fuel gauge 
285 G3 Coolant temperature gauge 
( © ‘ G5 Rev. counter 


G21 Speedometer 

J285_ Control unit in dash panel insert 
Kos ©) Kes Ke ©) Kes K Dash panel insert 

K2 — Altermator warming lamp 

K65 Left tum signal warning lamp 


Tae Wises Wize Visas isos Wise Wraea Yrave: K94__Right tum signal warming lamp 
cml Vie 1 Ane Ae Le K95 Alarm system waming lamp 


32a _32-pin connector 


035 © 035 05 
riws “5 bisw brige 


085 «035.035 035 035 035 0.35 
swbl gelsw grige bls swiws, ws or 


ws = white 
sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

vi purple 

ge = yellow 

pe, ee ee ee ee ee ee ee ee) or orange 
OT os pink 
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Coming home/leaving home function with rain sensor 
From January 2011 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 4/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, on left in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


758 


fh s162 
l 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 34 or orange 
TET «Ts pink 


05.2012 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 4/ 3 


Ignition/starter switch, X-contact relief relay 


D__Ignition/starter switch 
J59 X-contact relief relay 
J339 X contact relief relay 2 
Téd 6-pin connector 
T8a__8-pin connector 


gsr? . n T9q 9-pin connector 
eo 160 =e 
i cau (B272) Positive connection (30), in main wiring harness 
(8273) PoSttive connection (15), in main wiring hamess 
(8298) Positive Gannection 2 (30), in main wiring hamess 
(8300) Positive connection 4 (30), in main wiring hamess 
(8346) Connection 1 (25), in main wiring hamess 
= Only models with central locking 
2 Only models with automated manual gearbox 
ws = White 
sw = black 
ro red 
rt red 
br brown 
- = gn = green 
0508 5 
sw sw ow bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 m 2 2 m 8 6 WF 2B or orange 
TET rs pink 
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Rain and light sensor, Control unit for lighting and wiper 
functions 


6397 Rain and light sensor 
J393_ Convenience system central control unit 
J917 Control unit for lighting and wiper functions 
T3au 3-pin connector 


Js17 
T12b _12-pin connector 
L ) Tied. ten comector 
Tacs Wa i = 
hee he. [a te (368) Earth connection 3, in main wiring harness 


) Earth point, under the centre console near gear stick 


) Positive connection (87), in main wiring hamess 


05 
br (B465) Connection 1, in main wiring harness 


ws Only models with automatic anti-dazzle interior mirror 


S ji 7 = (i388 
4120 
in 
= 05 60 10 10 10 036 «03505 
@ fisw  swige swipe swige © swige riws tive rts 


NAL Nye 


32 3 Ens 6 Se 7 8 39 40 
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Light switch, Turn signal switch, Headlight dipper and 
flasher switch, Control unit for lighting and wiper functions 


E1 Light switch 
E2 Tum signal switch 
E4 Headlight dipper and flasher switch 
J2_ Hazard waming light relay 
) J917 Control unit for lighting and wiper functions 


T91  9-pin connector 
T12a_12-pin connector 
eee ta T12e 12-pin connector 
T16a_16-pin connector 
T16d_ 16-pin connector 


(B625) Connection (K-diagnosis wire), in main wiring harness 
10 10 


grige — grige 


(8662) Connection 2 (6b), in main wiring hamess 


(8728) Connection (49a), in main wiring hamess 


Diagnostic connection 
2 Only CROSS models 


a 


4 
5 


43 44 45 46 a ry 49 50 51 52 6 
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Fog light relay, Control unit for lighting and wiper functions 


J5_— Fog light relay 

J917 Control unit for lighting and wiper functions 
T9r 9-pin connector 

T12e 12-pin connector 

T16d_ 16-pin connector 


(B644) Connection 3 (56a), in main wiring hamess 


Wrize Wries Urize S = Only CROSS fedels 
no fa Js 
25 05 18 
nt sw ge. 
7 
ws “white 
sw = black, 
ro red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ti purple 
vi = purple 
ge = yellow 
Ca ee ee ee ee ee ee or = orange 
TET «= rs—= pink 
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Intermittent wiper switch, Rear wiper switch, Automatic 
intermittent wash and wipe control unit 


£22 Intermittent wiper switch 
E34 Rear wiper switch 
J932 Automatic intermittent wash and wipe control unit 
7803 8-pin connector 
T18¢_ 1®pis connector 


(366 ) Earth connéétign 1, in main wiring harness 
(606 ) Earth point, under thé-centre console near gear stick 
(8736) Positive connection (53a), 4 main wiring hamess 


(8737) Connection 2 (53c), in main wifng hamess 
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Automatic intermittent wash and wipe control unit, 
Windscreen wiper motor, Windscreen and rear window 
washer pump 


£230 Heated rear window button 
J932 Automatic intermittent wash and wipe control unit 
T2a0 2-pin connector 
T5f Spin connector 
Tée, -6,pin.connector 


= Tee Voie Wriee Wriec s8B 8c ~ 18-pin connector 
m 8 gfe Jno 3 V_ Windscreen wiper mot6t’,_ 
59 Windscreen and rear window:washer pump 
(B621) Connection 1 (63c), in main wiring hamess 
10 10 10 10 os 108 
brige ange onisw anit anisw gnisw —blisw 


Tee = 
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i Ter 
qess LS 220 
(u) iV Vs9 
a 
Virz20 . 
of fa 
ws white. 
ri 10 sw = black, 
br ones ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
fi purple 
vi purple 
ge = yellow 
Co or orange 
rT os pink 
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white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Fuse 1 on fuse holder C, Fuse 2 on fuse holder C, Fuse 3 
on fuse holder C, Fuse 7 on fuse holder C, Fuse 16 on fuse 
holder C, Fuse 17 on fuse holder C, Fuse 18 on fuse holder 


Convenience system central control unit 
Radio 

Fuse 1 on fuse holder C 

Fuse 2 on fuse holder C 

Fuse 3 on fuse holder C 

Fuse 7 on fuse holder C 

Fuse 16 on fuse holder C 

Fuse 17 on fuse holder C 

Fuse 18 on fuse holder C 

4-pin connector 

5-pin connector, behind rear left side trim, near wheel arch 
8-pin connector 

23-pin connector 

Rear window wiper motor 


Positive connection 5 (30), in main wiring hamess 


Connection 1 (56), in main wiring harness 


Connection (86s), in main wiring hamess 


Only CROSS models 
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Fuse 31 on fuse holder B, Fuse 35 on fuse holder B, Fuse 
43 on fuse holder B, Fuse 46 on fuse holder B 


SB31 Fuse 31 on fuse holder B 
SB35 Fuse 35 on fuse holder B 
78843 Fuse 43 on fuse holder B 
SB46 “Fuse 46 on fuse holder B 


(8274) Positive c6npection (58L), in main wiring hamess 


Positive connection $58R), in main wiring harness 


) Connection 2 (56a), in maf wiring harness 


Up to May 2011 
2 From May 2011 = 
*3 Only models with dual headlights 
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Reversing light switch 


F4 Reversing light switch 
SB28 Fuse 28 on fuse holder B 


z B29 Fuse 29 on fuse holder B 
SB32_ Fuse 32 on fuse holder B 
SB36_ Fuse 36 on fuse holder B 
SB37 Fuse 37 on fuse holder B 
bas ee ied 2 B40 Fuse 40 on fuse holder B 
SB47 Fuse 47 on fuse holder B 
T2al 2-pin connector 
; (8299) Positive connection 3 (30), in main wiring hamess 
; Ta 2 quis 6a * 
( B37 Boe Bay SBae (8336) Connection 2 (54), in main wiring hamess 
138 eA “0a “08 2 
F = Only models with dual headlights 
/37 | To | b 
10 19 15 «(48 015 18 4 


swige gelt gait, gelsw ge/sw 
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ws = white 
sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

ee ee or orange 
MT ors, pink 
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Left side light bufbpRight side light bulb, Front left turn signal 
bulb, Front right turn signal bulb, Left headlight dipped beam 
bulb, Left headlight main beam bulb, Right headlight dipped 
beam bulb, Right headlight main beam bulb 


M1 Left side light bulb % 

M3__ Right side light bulb 

M5 Front left tum signal bulb 

M7 Front right tum signal bulb 

M29 _ Left headlight dipped beam bulb 
M30__Left headlight main beam bulb 
M31__ Right headlight dipped beam bulb 
M32__ Right headlight main beam bulb 3 
T10a_10-pin connector 3 
T10b 10-pin connector 2 


10 15 10 
swin get = grit 


(12 ) Earth point, on left in engine compartment 


(369) Earth connection 4, in main wiring hamess 


Only models with dual headlights = 2 


M7 Mat @&) M3 
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Left headlight twin filament bulb, Right headlight twin 
filament bulb, Left side light bulb, Right side light bulb, Front 
left turn signal bulb, Front right turn signal bulb 


hi : L1 Left headlight twin filament bulb 
} se L2 Right headlight twin filament bulb 
1 ap WWJ. Left side light bulb 
| 5 M3~2Right side light bulb 
, : M5 Front left tum signal bulb 
1 M7 Frofffzight tum signal bulb 
19 15 0 18 035 10 T2am 2-pin connector 
welsw sw swon  swiah swign  swign T2an 2pin confiector 
1 T2w 2-pin connéétor 
1 12x 2-pin connector 
| 13h 3-pin connectoé. 
1 T3k 3-pin connector 
| = 
, oa (369) Earth connection, in main wiring harness 
1 as 
q (8630) Positive connectiof?(left tum signal bulb), in main wiring hamess 
' S = 
1 a (B631) Positive connection{right tum signal bulb), in main wiring hamess 
1 grisw a = " 
} > Only models with dual headlights 
1 
1 
en Tan F 
y S 
@ Ms M1 M7 
[ Tah an Tax 
2 i 72 2 
10 18 10 fap 1.0 
br eft or ic 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi = purple 
ge = yellow 
165 O«t8GSs=iiST=15B:SC(itSD:SCtiGDSCiCMT:S*C“‘itD:SC“(itiCSSCCtS:C(t StS or orange 
rr «= rs-= pink 
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Left fog light bulb, Right fog light bulb, Left main beam 
headlight and fog light bulb, Right main beam headlight and 
fog light bulb 


L22 Left fog light bulb 
L23 Right fog light bulb 
M94__Left main beam headlight and fog light bulb 
M95__ Right main beam headlight and fog light bulb 
Taq 2-pin connector 
T2y 2-pin connector 
T4am 4-pin connector 
T4an 4-pin connector 


Earth connection 16, in main wiring hamess 


Earth point 1, on front of left longitudinal member 


Connection (fog light), in main wiring hamess 


= Only CROSS models 
*2 Only models with dual headlights 


25 28 s;0, pens 
ob f br 

ws = white 

sw = black 

ro red 

rt red 

br = brown 

iS gn = green 

As bl blue 

gr = grey 
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ge = yellow 

en ee i) or = orange 

TEE «=r = pink 
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S Brake light switch, Right tail light bulb, Left tail light bulb, 
Rear left turn signaPbulb, Rear right turn signal bulb, Left 
brake light bulb, Right brake light bulb, Left reversing light 
bulb, Right reversing light’bulb 


E230 Heated rear window buttof.. 
F Brake light switch Z 

F47 Brake pedal switch t 
J623 Engine control unit 

L20 | Rear fog light bulb 

M2_— Right tail ight bulb 

M4 Lefttail light bulb = 

M6 Rear left tum signal bulb 3 

M8 Rear right tum signal bulb 

M9 _ Left brake light bulb g 
M10 Right brake light bulb 
M16 Left reversing light bulb 
M17 __ Right reversing light bulb 
TZee 2-pin connector Ss 
T4m_ 4-pin connector 

T5p 5-pin connector 

T5q _5-pin. connector 


Tée 6-pin connector 
F ain > 
) Earth point, near fuel pump 
) Earth point, on left infuggage compartment 
—~ 
aw cone (372 ) Earth connéttion 7, in main wiring harness 
Bes (8277) Positive connection 1 (15a) in main wiring hamess 
(8335) Connection 1 (54), in main wiring hamess 
= Only CROSS models 
ws = white 
sw = black 
ro red 
rt red 
br brown 
Ls gn = green 
iene bl blue 
or grey 
® ii purple 
vi purple 
ge = yellow 
1830 tes 1851858: tBR:t8sTsits tS 185196 or orange 
OMT rs pink 
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Immobiliser reader coil, Control unit in dash panel insert, 
Dash panel insert, Main beam warning lamp, Alternator 
warning lamp, Left turn signal warning lamp, Right turn 
signal warning lamp, Number plate light 

D2 Immobiliser reader coil 

K J285 Control unit in dash panel insert 
J362 Immobiliser control unit 
K Dash panel insert 
Kuz KI Main beam waming lamp 


~™™ 


197 


K2 — Altemator warming lamp 
K65 _Left tum signal warning lamp 
K94__ Right tum signal warming lamp 
K117_ Immobiliser warning lamp 
T2ax 2-pin connector 
12) 2-pin connector 
T2I 2-pin connector 
32a _32-pin connector 

X Number plate light 


(8726) Positive connection 2 (58), in main wiring hamess 


= Only CROSS models 
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Front and rear fog light switch, Speedometer, High-pressure 
sender, Control unit in dash panel insert, Dash panel insert, 
Front and rear fog light switch illumination bulb 


_E23__ Front and rear fog light switch 


Spéedometer 


K High-presStre sender 
Ges Ga Control unit in'dasb panel insert 
Dash panel insert “©. 
® ® Front and rear fog light Sitch illumination bulb 


6-pin connector %, 
16-pin connector 
32-pin connector 


® 


Earth connection 2, in main wiring flarness 


Earth point, on top end of steering col 


v ‘32a 32a 32a ‘32a 32a 32a 
e ys | 


95 «035 «(0.85 


0. 03505 
buws ws or or 


grige — grige 


Téi 
4 
80 


Diagnostic connection 
Only CROSS models 
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ws white 
40 i008 io 28 sw = black 
or bor br bor wsige swivi ro red 
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T1éa T16a 7 blue 
ee Re or = orey 
Pl i li purple 
ge yellow 
moe oasaeSatSSCS*«CiSCSCHSCSCSSSC Se “Songs 
Pera is pink 
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Coming home/leaving home function without rain sensor 
From January 2011 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
‘Bak 2-pin connector, on left in engine compartment 
128, 2-pin connector 


( 1 ) Barth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507) Threaéied connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 or orange 
rs pink 
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Ignition/starter switch, X-contact relief relay 


D___Ignition/starter switch 
J59 X-contact relief relay 
J339 X contact relief relay 2 
Téd 6-pin connector 
T8a 8-pin connector 
T9q  9-pin connector 
2 CT VOHSWO<pin gonnector 
60 60 60 16.0 60 = — 
rt in 1 swt , (8272) Positive connectiée(30), in main wiring hamess 


(B273) Positive connection (15), in nin wiring hamess 


(8298) Positive connection 2 (30), in main Wiring hamess 


(8300) Positive connection 4 (30), in main wiring:hamess 


(8346) Connection 1 (75), in main wiring hamess 


Only models with automated manual gearbox 
2 Only models with central locking 
*3._ From October 2011 S 


ws white 
sw black: 
ro red 
rt red 
br brown 
gn green 
bl blue 
gr grey 
fi purple 
vi purple 
ge yellow 
16 16 7 8 19 20 2 22 23 24 25 26 2 28 or orange 
7TIRT rs pink 
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Light switch, Turn signal switch, Headlight dipper and 
flasher switch, Control unit for lighting and wiper functions 
E1 Light switch 


E2 Tum signal switch 
) E4 Headlight dipper and flasher switch 
uU 


J2__ Hazard’waming light layic 


nee ed J91%9\Control unit for lighting and wipe? functions 
291 9-pin connector Mears 


T12a_12-pin connector 
T12e 12-pin connector 
T16d_16-pin connector , 


05 05 25 
bares ~ orige (B644) Connection 3 (56a), in main wiring hamess < 
| | (B662) Connection 2 (56b), in main wiring hamess 
if (B728) Connection (49a), in main wiring hamess 
05 25 * Only models with dual headlights 
ad a *2 Only CROSS models 


| 
Is 
36a , 
1 4 
08 s 
sign 2 
1 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 0 8m 2 8 @ © © FF B@ © 0 4 @2 or orange 
ET os, pink 
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Control unit for lighting and wiper functions, Number plate 


Convefifence system central control unit 
Control unit f6rdighting and wiper functions 
2-pin connector ~%, 

2-pin connector 
12-pin connector 
12-pin connector 
16-pin connector 
16-pin connector 
Number plate light 


Earth connection 3, in main wiring harness 
onigr buws y 


Earth point, under the centre console Rear gear stick 


Connection 1, in main wiring hamess 


(B625) Connection (K-diagnosis wire), in main: wiring hamess 


(8726) Positive connection 2 (68), in main witing hamess 


Diagnostic connection 


0.35 05 035 *2 Only models with rain and light seyisor 
grign biws = biws, *3 Only CROSS models > 
Tea 
Ls 
ws white 
sw black 
ro red 
it red 
br brown 
gn green 
bl blue 
gr grey 
li purple 
vi purple 
ge yellow 
43 44 6 46 47 3 49 50 5 52 53 54 5 58 or orange 
PRTRTETETT rs pink 
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Headlight main beam relay, Dipped beam relay 


J12 Headlight main beam relay 
J331 Dipped beam relay 
T9a_9-pin connector 

T9b 9-pin connector 

T10i 10-pin connector 


(366 ) Earth connection 1, in main wiring harness 


a’ 4 (606 ) Earth point, under the centre console near gear stick 
nos os 


From October 2011 


Iso | |r301 
i | Ia 
‘7 
0 
aime [ 
& fo 
10 
te 


25 
t 


| 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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Fog light relay, Fuse 1 on fuse holder C, Fuse 2 on fuse 
holder C, Fuse 3 on fuse holder C, Fuse 7 on fuse holder C, 
Fuse 16 on fuse holder C, Fuse 17 on fuse holder C, Fuse 


18 on fuse holder C 
é JS Fog light relay 
a J393 Convenience system central control unit 
ba: 1.0 1.0 


25 1.0 R_ Radio 
swige swig ac swige swig swine — swige scl 


Fuse 1 on fuse holder C 
SC2_ Fuse 2 on fuse holder C 

% SC3 Fuse 3 on fuse holder C 

SC7 Fuse 7 on fuse holder C 


pita aa Z SC16_ Fuse 16 on fuse holder C 
SC17_ Fuse 17 on fuse holder C 
ISCi7 Scie SC18 Fuse 18 on fuse holder C 
a 108 T4x 4-pin connector 
| T5a__5-pin connector, behind rear left side trim, near wheel arch 
To nab T8f &pin connector 


T9r 9-pin connector 
723a 23-pin connector 
V12__ Rear window wiper motor 


(8275) Positive connection (87), in main wiring hamess 


10 10 wv 
swiws swige = 
. (8301) Positive connection 5 (30), in main wiring hamess 
15a — 
1 68 (8338) Connection 1 (56), in main wiring hamess 
(B518) Connection (86s), in main wiring hamess 
x = Only CROSS models 
Sal 2 Only models with central locking 
ws = white 
sw = black 
ro red 
rt red 
br brown 
T4x gn green 
ne bl blue 
viz or grey 
ii purple 
vi purple 
ge = yellow 
mn 2 8 % 6 68 7 7% 2 OO 8 8 88 & or orange 
TREE rs pink 


05.2012 


® Suran/SpaceFox/SportVan Current Flow Diagram No. 5/ 8 


Fuse 31 on fuse holder B, Fuse 32 on fuse holder B, Fuse 
35 on fuse holder B, Fuse 43 on fuse holder B 


B31 Fuse 31 on fuse holder B 


Gal $B32_ Fuse 32 on fuse holder B 
SB35_ Fuse 35 on fuse holder B 
SB43_ Fuse 43 on fuse holder B 
a8 (6274) Positive connection (58), in main wiring hamess 
\ (8543) Positive connection (58R), in main wiring hamess 
eta a ie 
: (8629) Connection (66a), in main wiring hamess 
|SB35 ~ 
8 
(8642) Positive connection (58), in main wiring hamess 
y= ~ 
' (8643) Connection 2 (56a), in main wiring hamess 
1 * From May 2011 
1 "2 Upto May 2011 
“3. Only models with dual headlights 
1 
1 
1 
1 
1 
25 
veisw 
1 
1 
1 
U ws = white 
i: sw = black 
vei ro = red 
A rt red 
\ br = brown 
gn = green 
a bl = blue 
gr = grey 
S i purple 
vi purple 
= ge = yellow 
ae 68 of 8 6 oo oo oo @& fF & 06 oF o8 or = logange 
rome «ors. = pink 
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SB SBs0 B22 sB47 SB26 
= oa an 08 108 
bese may To 

I 2 

28 W158 18 1B 18S 

ws wsisw swor geltt gel gelsw _gelew 
1 fl 

i 1 

i 1 

Gad Ge 


101 


AB inq 108 107108 go 11011 


Current Flow Diagram 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


F4 
SB28 
SB29 
SB36 
SB37 
SB40 
SB46 
SB47 
T2al 


(B299) 


(B336) 


No. 5/ 


Reversing light switch 


Reversing light switch 
Fuse 28 on fuse holder B 
Fuse 29 on fuse holder B 
Fuse 36 on fuse holder B 
Fuse 37 on fuse holder B 
Fuse 40 on fuse holder B 
Fuse 46 on fuse holder B 
Fuse 47 on fuse holder B 
2-pin connector 


Positive connection 3 (30), in main wiring hamess 


Connection 2 (54), in main wiring harness 


Connection (56b), in main wiring hamess 


Up to May 2011 
Only models with dual headlights 


) 
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Intermittent wiper switch, Rear wiper switch, Windscreen 
and rear window washer pump 


£22 Intermittent wiper switch 

E34 Rear wiper switch 

TZao 2-pin connector 

T8c 8 pin connector 

59 Windscreen and rear window washer pump 


(B621) Connection 1 (53c), in main wiring harness 


agen An (B737) Connection 2 (53c), in main wiring harness 


1300«118—CO 1581 tz 1288 
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Current Flow Diagram 


127 


129 


137 


8 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Automatic intermittent wash and wipe relay, Windscreen 
wiper motor 


J31 
TS 


Automatic intermittent wash and wipe relay 
5-pin connector 

9-pin connector 

Windscreen wiper motor 


Positive connection (63a), in main wiring hamess 


From October 2011 
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Left side light bulb, Right side light bulb, Front left turn signal 
bulb, Front right turn signal bulb, Left headlight dipped beam 
bulb, Left headlight main beam bulb, Right headlight dipped 
beam bulb, Right headlight main beam bulb 


M1 Left side light bulb 
M3__ Right side light bulb 

M5__ Front left tum signal bulb 
M7 Front right tum signal bulb 


M29 _ Left headlight dipped beam bulb 
M30__Left headlight main beam bulb 
M31__ Right headlight dipped beam bulb 
M32__ Right headlight main beam bulb 
T10a_10-pin connector 

T10b 10-pin connector 


( 12 ) Earth point, on left in engine compartment 


{ 369 ) Earth connection 4, in main wiring harness 


= Only models with dual headlights 


1100 105 


141 14200143 1460145 46 00¢«47— 14180 tT 
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Li 


15 03518 T2x 


10 1.0 
orisw —swign 


we kp 


1) 
5 
& 


10 10 19010 
or obr bro 

ws = white 

sw = black 

ro red 

= rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

165 OC«tSG:S(t ST 1SS:SCiCtSD:SCiCMGDSCiCtST:S*C“‘itD:SC(itSSSCtC( ttt or orange 

ET os pink 


\G. Volkskeft, headlight twin filament bulb, Right headlight twin 
filament bulb;Left side light bulb, Right side light bulb, Front 
left turn signal bulb, Front right turn signal bulb 


Left headlight twirffilament bulb 
Right headlight twin fifament bulb 
Left side light bulb 

Right side light bulb 

Front left tum signal bulb 
Front right turn signal bulb 
2-pin connector 

2pin connector 

2pin connector g 
2pin connector 

3-pin connector 

3-pin connector 


) Earth connection 4, in main wiring Ramess 


Positive connection (left tum signal‘bulb), in main wiring hamess 


) Positive connection (right turn sigAal bulb), in main wiring hamess 


Only models with dual headiigti’s 
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Left fog light bulb, Right fog light bulb, Left main beam 
headlight and fog light bulb, Right main beam headlight and 
fog light bulb 


Left fog light bulb 

Right fog light bulb 

Left main beam headlight and fog light bulb 
Right main beam headlight and fog light bulb 
2-pin connector 


25 25 18 : 
sw sui wiv 2-pin connector 
4-pin connector 
4°pifgonnector 
Earth conrfégtion 16, in main wiring hamess 
) Earth point 1, on ffont of left longitudinal member 
y12aq_ ye 2 


Connection (fog light), if, main wiring hamess 


Only CROSS models: 


25 
or 


169 061702171172 
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Current Flow Diagram 


No. 5/ 15 


swit 


185 


187 


189 


193 


194 


Brake light switch, Brake pedal switch, Rear fog light bulb, 
Right tail light bulb, Left tail light bulb, Rear left turn signal 

bulb, Rear right turn signal bulb, Left brake light bulb, Right 
brake light bulb, Left reversing light bulb, Right reversing 


light bulb 
E230 Heated rear window button 
F Brake light switch 
F47 Brake pedal switch 
J623 Engine control unit 
L20 Rear fog light bulb 
M2 Right tail light bulb 
M4 Left tail light bulb 
Bs. M6 Rear left tum signal bulb 
M8 Rear right tum signal bulb 
M9 _ Left brake light bulb 
M10__ Right brake light bulb 
5 M16 Left reversing light bulb 
M17 _ Right reversing light bulb 
s Tee 2-pin connector 
: T4m 4-pin connector 
2 T5p 5-pin connector 
T5q _5-pin connector 
S Tée 6-pin connector 
( 21 ) Earth point, near fuel pump 
( 50 ) Earth point, on left in luggage compartment 
(372) Earth connection 7, in main wiring harness 
(8277) Positive connection 1 (15a) in main wiring hamess 
(8335) Connection 1 (54), in main wiring hamess 
= Only CROSS models 
2 Only models with rain and light sensor 
white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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Immobiliser reader coil, Control unit in dash panel insert, 

Immobiliser control unit, Dash panel insert, Main beam 

warning lamp, Alternator warning lamp, Left turn signal 
Kk warning lamp, Right turn signal warning lamp 


D2 Immobiliser reader coil 
J285 Control unit in dash panel insert 


is J362_ Immobiliser control unit 
K Dash panel insert 
( © KI Main beam waming lamp 
‘ K2 — Altemator warming lamp 
K65__Left tum signal warning lamp 
Ki K2 Kes Kos K94__ Right tum signal warming lamp 
T2icn 217 6oniniécton 
32a 32-pin connector 
raza sta spa raza as 
5 Es (8321) Positive connection 7 (30a) in maiqwiring hamess 
098 0.238 0.38 
° wsisw wsisw 
ws 
ow. 
ro 
tt 
br 
gn 
bl 
or 
ii 
vi 
ge 
197198 199-200 ssi (SGC TSN or 
OAT os 
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Current Flow Diagram 
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285 


322 


035 «03508 
grige —grige 


a 28h 


215 


26 0 217,282 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Front and rear fog light switch, Speedometer, High-pressure 
sender, Control unit in dash panel insert, Dash panel insert, 
Front and rear fog light switch illumination bulb 


Front and rear fog light switch 
G21 Speedometer 

G65 High-pressure sender 

Copirol unit in dash panel insert 

Dasfipanel insert 

Front@nd rear fog light switch illumination bulb 
& pin cgnnector 

16-pin tonnector 

32-pin connector 


Earth corthection 2, in main wiring harness 


Deu 


Earth poi, on top end of steering column 


(606 ) Earth paint, under the centre console near gear stick 


ion 1 (58d), in main wiring hamess 


= Diagnostic connection 
-2 Only CROSS models 
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Automated manual gearbox 
From January 2011 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J101 Radiator fan 2nd speed relay 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 


6.0 1045 7%, 10 $163 Fuse 2 (30), in battery fuse holder 
w misw tort “@yotsw S177 Fuse 5 (30), in battery fuse holder 
S267 Fuse 9 (30), in battery fuse holder 
$269 Fuse 11 (30), in battery fuse holder 
S270 Fuse 12 (30), in battery fuse holder 
T2ak 2-pin connector, in engine compartment 
T2ar 2-pin connector 
a 2. T9d 9-pin connector 
Sie 2 s s = s s = 
jibes : pi || eee teal a i = ict (1) Earth strap, battery - body 
( 49 ) Earth point, near ..., near battery 
(507 ) Threaded connection (30), on battery fuse holder 
(8315) Positive connection 1 (30a) in main wiring hamess 
(8322) Positive connection 8 (30a) in main wiring hamess 
160 
sw 
4} 30 
5 ws white 
sw = black 
J ro = red 
rt red 
br = brown 
: gn = green 
oe bl blue 
gr = grey 
o) fi purple 
vi purple 
ge = yellow 
5 6 7 8 2 0 W 2 8 1 or = orange 
TRIE «rs pink 
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Ignition/starter switch, X-contact relief relay 


D___Ignition/starter switch 
J59 X-contact relief relay 
J623 Engine control unit 
Téd 6-pin connector 

an tee an T8a 8-pin connector 


( 366 ) Earth connection 1, in main wiring harness 


(606 ) Earth point, under the centre console near gear stick 


(8272) Positive connection (30), in main wiring hamess 


10 1.0 60 


(8275) Positive connection (87), in main wiring hamess 
swit wit = 


(B298) Positive connection 2 (30), in main wiring hamess 


(B300) Positive connection 4 (30), in main wiring hamess 


D 
f t (8729) Connection 1 (50), in main wiring hamess 
2 uw |e 
is oO 
05 
win 
ws = white 
10 sw = black 
swt ro red 
g rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
on 2a 2 op B © 6 Dw Bw or orange 
TORII «=I pink 
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0b 


an fea 200 oo yTe0e 
2 Ae i238 ze re 
25 «10 10 
or wsign bosw 
Tide irae 
A 5 
10 
wsign 
jr2ea 
ta i 
Noes C3 Nzes N2ee 
ea 2eb Tec 
2 2 fy 
10 10 
swign swign 
10 10 190 
or or or 
60 
or 
a 0 8 2 8 4 8S 6 7 8 2 4 4 


brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


matic gearbox control unit 
ine control unit 

N255  Cluteh actuator valve 

N284  Seledfor lever valve 1 

N285_ Selector lever valve 2 

N286  Selectot lever valve 3 

T2dz 2-pin copnector 

2-pin coBnector 

2-pin cofnector 

2-pin corthector 

14-pin connector, under cover for selector mechanism 
80-pin cgnnector 


Earth paint, on left in engine compartment 


Earth Zonnection 14, in main wiring hamess 
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Gearbox input speed sender, Clutch position sender, Gear 
detection sensor, Automatic gearbox control unit 


J27 
® G182_ Gearbox input speed sender 
G476 Clutch position sender 
Wre0 Yreoo Wreoo Preos Wreo0 Vre0 Ureoo Yrs re reo Freon 6604 Gear detection sensor 
fh We es fer fe a0 |e Ezame (came (came (ce J217 Automatic gearbox control unit 
T2dy 2-pin connector 
T4aj_ 4-pin connector 
T4ak 4-pin connector 
ae Cau, “ges ae age * ie Te ae ae «ae T14b__14-pin connector, under cover for selector mechanism 
orge blr bln wi sv ge pit = ogt gh T14c¢_ 14-pin connector, under cover for selector mechanism 
T80b 80-pin connector 
(12 ) Earth point, on left in engine compartment 
wise prec Brac Arse [ria aria iia Bra tao bran 
si ye pie ina 4 Bis 
u s 
18 05 05 4005S 0s 
br 


orisw ods bl bige Birt lisw 


i 
i 


© © 


Gis2 Geos 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
- bl blue 
gr grey 
li purple 
@ = es 
“Joige = yellow, 
a 4 4 4 4 4 4 5 St 2 8 5 8 58 or orange 
TORT «os pink 
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Brake light switch, Brake pedal switch, Gearbox hydraulic 
pressure sender, Sensor 2 for gear detection, Automatic 
gearbox control unit 


Current Flow Diagram 


wap Aria> dirtap [lrtap 
cy 0 


swit sw sw 


Ga1e G270 

ws = white 
ane sw = black 
swit swift’ —-sw/gn ro red 
rt red 
Ts br brown 
Oe ty gn green 

108 Je23; Je23 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
vy 58a (Ge ima (itSC(iarSCSCO or orange 
TORT os pink 


F 
F47 
G65 

6270 

G66 
J17 

J104 

J217 

J365 

J623 

T3ap 
3) 
T4al 

Tam 
T9g 
T9j 

T14b 

T38a 

T80b 


(B277) 


(B335) 


Brake light switch 

Brake pedal switch 

High-pressure sender 

Gearbox hydraulic pressure sender 
Sensor 2 for gear detection 

Fuel pump relay 

ABS control unit 

Automatic gearbox control unit 

Air conditioning system switch-off relay 
Engine control unit 

3-pin connector 

3-pin connector 

4-pin connector 

4-pin connector 

9-pin connector 

9-pin connector 

14-pin connector, under cover for selector mechanism 
38-pin connector 

80-pin connector 


Positive connection 1 (15a) in main wiring hamess 


Connection 1 (64), in main wiring harness 
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Driver door contact switch, Automatic gearbox control unit, 
Gearbox hydraulic pump relay, Selector lever sensors 
) control unit, Hydraulic pump for gearbox 


F2 Driver door contact switch 
300 a0 (Tao 00 J217 Automatic gearbox control unit 
i J510 Gearbox hydraulic pump relay 
J587 Selector lever sensors control unit 
J623 Engine control unit 
— Jeos T1q Single connector 
y Tir Single connector 
T2dx 2-pin connector 
. v Téah 6-pin connector 
ons" Drop T10g 10-pin connector 
os 40 -) 03s 038 as e035 03s T80b  80-pin connector 
bige ot Si odsw — orisw brisw Zo, ofr orfor Hydraulic pump for gearbox 


ge [eee Connection 1 (powertrain CAN bus, high), in main wiring hamess 
1. Jet0 
= Tig 
Ls Connection 1 (powertrain CAN bus, low), in main wiring harness 
tc (6216) Connection (hydraulic pump warning lamp), in main wiring 
et) hamess 
* From October 2011 
oss 085 05 
odsw —orisw brisw 
0s 05 
arige sw 
ws = white 
sw = black 
ro red 
we rt red 
T10g ‘T10g e109 1109 T10g br brown 
; ; of ane 
gn = green 
(2) bl blue 
J587 gr Oey, 
li purple 
vi purple 
ge = yellow 
7 7% 7 © 8 2 8 a or orange 
TONE =o, pink 
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Handbrake warning switch, Brake fluid level warning 
contact, Automatic gearbox control unit 


J217 
( ® F9 Handbrake waming switch 
F34 Brake fluid level warming contact 
W800 W200 J104 _ABS,gontrol unit _ 
2 49 S24" Automatic gearbhsGoontrol unit 


Airbag control unit 

Convenience system central corizg) unit 
Parking aid control unit . 
Engine control unit o 
Radio 

2pin connector 

2-pin connector 

8-pin connector 

16-pin connector 

16-pin connector 

23-pin connector 

38-pin connector 

76-pin connector 

80-pin connector 


R *T16a 
bree Ir 


035 (035 035 (08 
brit bait bisw bis biws bls 


Earth connection 2, in main wiring harness 


Earth connection 12, in main wiring hamess 


Earth connection 15, in main wiring hamess 


(605 ) Earth point, on top end of steering column 


05 035 035 08 «= 035035035 


4 4 = Se a oe Earth point, under the centre console near ged? stick 
Connection (K-diagnosis wire), in maig’wiring hamess 
7384 T75a 1234, T16e 5 s * r 
, HiT WE NID” WRI Diagnostic connection 
jes: ioe oad: diosa dase Only models with operating tihit for radio 
bes ‘ sw = black 
ro = red 
t= red 
br = brown 
an = green 
bl = blue 
ar = grey 
i purple 
vi = purple 
ge = yellow 
% 8 87 88 6 oO of o o 8 9 0 oF 6 on = ngs 
rome «ors = pink 
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Starter motor relay, X contact relief relay 2, Starter motor 
relay 2 


J53_— Starter motor relay 

J339 X contact relief relay 2 

J623_ Engine control unit 

J695 Starter, motor relay 2 

Tgec°9"pin connector 

T9p 9-pin connector 

T9q 9-pin connector 

T10h 10-pin connector 

T14a_14-pin connector, on left in engine compartment 


(368) Earth connection 3, in main wiring harness 
(606 ) Earth point, under the centre console near gear sti¢k 


(8273) Positive connection (15), in main wiring hamess 


(B467) Connection 3, in main wiring harness 


= From October 2011 
2 Upto October 2011 
“3 Only models with operating unit for radio 


ws = white 
sw = black 
ro red 

rt red 

br brown 
gn = green 
bl blue 
or grey 

li purple 
vi purple 
ge = yellow 
or orange 
rs pink 
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No. 6/ 10 


perating unit in steering wheel, Tiptronic switch in steering 
wheel to shift down, Multifunction buttons on left in steering 
wheel, Airbag coil connector and return ring with slip ring, 


Exo Horn plate 
7 1 7 1 1 E221 Opérating unit in steering wheel 
ish [ S sh = ey E439 Tiptronic switch in steering wheel to shift down 
Ez ®) E440 Multifdnction buttons on left in steering wheel 
F138 Airbag:coil connector and retum ring with slip ring 
H Hom plate 
T3an 3-pin copnector 
* * © Wigan Yrsan Yraan 75g 5-pin conhector 
| S |\fa |Ba | Sat T5k —5-pin conhector 
| 5 Téai_ 6-pin connector 
P (109 ) Earth cognection, in airbag wiring harness 
5 2 if 
7 = Only models with operating unit for radio 
‘Téai 
is 
05 
wis » 
¢ 
(E439 
4 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
130 14GB HDT or orange 
IT os. pink 
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Ne Operating unit in steering wheel, Tiptronic switch in steering 
‘e wheel to shift up, Multifunction buttons on left in steering 
wheel, Multifunction buttons on right in steering wheel 


E240 ; E221 Operating unit in steering whee! 

E438 Tiptronic switch in steering wheel to shift up 

E440 Multifunction buttons on left in steering wheel 

( ez © % E441 Multifunction buttons on right in steering wheel 
T3ao_3-pin connector 

T8l 8 pin connector 

T8m 8 pin connector 


Vist Yrs ae rs VTBL rTsi TTS! TTS! 
Flat {Flat feat |rit [Fat [rit |Fat | Fiat 


ey Esse 2 


T3a0 | 1320 | T3a0 
Tam [18m | Tem 
at 


Tem “|e | Tam | Tem 
Flat yist pit 


Fiat gra cgret 


a 
QFat_ Fit gFiaty 


LB] 
LB. 
L, 
LEI 
LB. 
LE. 


Esat 

ws = white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

vi purple 

ge = yellow 

Pe or orange 
OTT os pink 
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i 
I. 


bee 
4 


I 
i] 
U 


el 
— 


o 
*3 


Ss — 
C= 3 


== =< 
> en —15 


0 
celsw geisw gelsw —gelsw a 


2 
S 


—— 
— 


a a a a 


white 


red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Fuse 2 on fuse holder C, Fuse 9 on fuse holder C, Fuse 13 
on fuse holder C, Fuse 19 on fuse holder C, Fuse 21 on fuse 
holder C, Fuse 38 on fuse holder B, Fuse 40 on fuse holder 
B, Fuse 48 on fuse holder B 


blacks, 


J393 
R 
sc2 
scg 
$C13 
sci9 
$c21 
SB38. 
SB40 
SB48, 
T3c 
T8t 
123a 
US 
(B518 


Convenience system central control unit 
Radio 

Fuse 2 on fuse holder C 
Fuse 9 on fuse holder C 
Fuse 13 on fuse holder C 
Fuse 19 on fuse holder C 
Fuse 21 on fuse holder C 
Fus€38 on fuse holder 8 
Fuse 40 on fuse holder B 
Fuse 48 on fuse holder B 
3-pin connector 

&-pin connector 

23-pin connector 

12 V socket 


Connection (86s), in main wiring hamess 


Only models with operating unit for radio 
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Rev. counter, Speedometer, Multifunction indicator, Control 
unit in dash panel insert, Dash panel insert, Alternator 


K warning lamp 
Gs Jia 
G5 Rev. counter 
® ® [geese G21 Speedometer 


J119 Multifunction indicator 

J285 Control unit in dash panel insert 
K Dash panel insert 

K2 — Altemator waming lamp 
732a_32-pin connector 


(375 ) Earth connection 10, in main wiring harness 


2a Ta isa. ‘pyaza \yiaza Taz = 
ha ino” We? PRs? Nae? ee 
LIN-Bus cant [3¥. (8340) Connection 1 (8d), in main wiring hamess 
= Only models with operating unit for radio 
08 03 403 «05S 
swige ovsw bot = orfor_ «br gelsw® grige 
| 
; 8 
a : 
oo & g 
08 
2) orige 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
165 OSGi ST—15B:SCistSD:SCtiMGDSC«CMST:S*<“‘mD:*C<i«‘SSCCt:SC(t StS or orange 
OT os pink 
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Anti-lock brake system (ABS) 
From January 2011 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 7/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
S176 Fuse 4 (30), in battery fuse holder 
S179 Fuse 7 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


1) Earth strap, battery - body 


( 49 )"Earth point, neat4G agar battery 


ak = 
1 = 
(507 ) Threaded connection (30), on battéfy fuse holder 
* Upto February 2011 
“2 Only models with 110A altemator 
0s «160 «100 
sw gw 


white 
black 
red 
red 
brown 
green 
blue 
ofey 
purple, 
purple 
yellow 
orange 
pink 


2 


06.2012 
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No. 7/ 3 


Current Flow Diagram 


28 
it 
tea 
i 
n 
} rs i; 
Bz "Tea ‘ea 
Cee (2 
t% Bs 
40 08 
ow wit 
6 6 7 8 0 2 2 re er 
eeu 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


D 
$162 
$163 
S176 
$179 

T8a 


(B272 


Ignition/starter switch 


Ignition/starter switch 

Fuse 1 (30), in battery fuse holder 
Fuse 2 (30), in battery fuse holder 
Fuse 4 (30), in battery fuse holder 
Fuse 7 (30), in battery fuse holder 
&-pin connector 


Positive connection (30), in main wiring hamess 
Positive connection 2 (30), in main wiring hamess 
Connection 1 (75), in main wiring harness 


From February 2011 
Only models with 110A alternator 
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® Suran/SpaceFox/SportVan Current Flow Diagram No. 7/ 4 


oF X-contact relief relay, Fuse 2 on fuse holder C, Fuse 23 on 
fuse holder C, Fuse 24 on fuse holder C, Fuse 38 on fuse 
holder B, Fuse 40 on fuse holder B 


> E1 Light switch 
2 J59  X-contact relief relay 

J234 Airbag control unit 
SC2_ Fuse 2 on fuse holder C 
SC23_ Fuse 23 on fuse holder C 
SC24 Fuse 24 on fuse holder C 
SB38_ Fuse 38 on fuse holder B 
SB40 Fuse 40 on fuse holder B 
Téd 6-pin connector 

4 T12a_12-pin connector 
T75a_75-pin connector 


{ 366 ) Earth connection 1, in main wiring harness 


(606 ) Earth point, under the centre console near gear stick 


(8273) Positive connection (15), in main wiring hamess 


= (B275) Positive connection (87), in main wiring hamess 


(B300) Positive connection 4 (30), in main wiring hamess 


(B518) Connection (86s), in main wiring hamess 


Ea 
U ‘12a 
2 
035 05 
gels wit 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
2 41 a or orange 
TET os pink 
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Rear right speed sensor, Front right speed sensor, Rear left 
speed sensor, Front left speed sensor, ABS control unit, 
ABS return flow pump relay, Front right ABS inlet valve, 
Front right ABS outlet valve, ABS return flow pump 


G44 Rear right speed sensor 
dice G45 Front right speed sensor 
G46 Rear left speed sensor 
G47 _ Front left speed sensor 
44 @4.9<ABS. control unit 
pune es ses 22 (w) J105 ABS fétam, flow pump relay 
® ) N99 Front right ABS inlet valve 


j N100_ Front right ABS oiitiet valve 
| T2ew 2-pin connector 


T2cx 2-pin connector 
T2cy 2-pin connector 
T2ez 2-pin connector 


T38a_38-pin connector 
rea rea 38 8 
na | [ - f° [ee V39 ABS retum flow pump 


Connection (rear right speed sensor), in main wiring harness 


075 075 (8740) Connection (rear right speed sensor —jzin main wiring hamess 


(8741) Connection (rear left speed sensor +), iff main wiring hamess 


Connection (rear left speed sensor —), iff main wiring hamess 


T2ex Tay “Pz2cy 
2 i om 


Wf. .28 


Gar 


43 “4 45 46 a 48 49 50 a1 52 53 54 55 56 or 
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ABS control unit, Front left ABS inlet valve, Front left ABS 
outlet valve 


J104 ABS control unit 
J623_ Engine control unit 
N101_ Front left ABS inlet valve 
Jros N102_ Front left ABS outlet valve 
T38a_38-pin connector 


(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 
Feo Niot 39 Nto2 = 
( ®@ ) (8390) Connection 1 (powertrain CAN bus, low), in main wiring harness 
= Upto February 2011 
383 38a = 
ia 25 26 
25 25 025 
rtign rtign orsw 
al 1 5 
3 035 (035 
oisw —orsw 
ws = white 
2 sw = black 
p To = red 
J Jez. rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ii purple’ 
vi ‘purple 
ge = yellow 
v7 8 98 o 8 &@ 8 8 8 8 oF 8 0 7 or Jonanige 
TTITATT «= rs = pink 
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Brake light switch, Brake pedal switch, ABS control unit, 
ABS solenoid valve relay, Rear right ABS inlet valve, Rear 
left ABS inlet valve 


F Brake light switch 
F47 Brake pedal switch 
Jo G22 Speedometer sender 
J104 ABS control unit 
J106 ABS solenoid valve relay 
J393_ Convenience system central control unit 
S06 J623 Engine control unit 
N13. Rear right ABS inlet valve 
( ® ) N134 Rear left ABS inlet valve 
T3i_ pin connector 
4m 4-pin connector 
T14a_ 14-pin connector 
23a 23-pin connector 
: 4 38a 38-pin connector 


Ie Nisa Ico Nige 


{ 55 ) Earth point, next to ABS control unit 


(8335) Connection 1 (54), in main wiring hamess 


wit oor 
(8464) Connection (speed signal), in main wiring hamess 


Fr 
| 
1 1 3 
1 
03 035 (035 
wel wool wai ¢ 
[ 1 
1 
14 
Xx pe 
393 ws = white 
, sw = black 
u «= ro red 
ws switt t red 
1 br brown 
gn green 
x bl blue 
ae or grey 
G22 Je23 ® ii purple 
vi purple 
ge = yellow 
nN 2 3 % % 6 7 7% 7 8 8 8 88 8&4 or orange 
TTT rs pink 
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Ico N135 Ip Nise 


40 40 £0 
ftign gn woe 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
: ge =yellow 
6 «6 oe «8 eo 0m © 2 8 8 98 Tom o7 98 on orange 
permet OY rs pink 


J104 
J393 
J623 
N135 
N136 
T16a 
123a 
T38a 


(B625) 


“2 


ABS control unit, Rear right ABS outlet valve, Rear left ABS 
outlet valve 


ABS control unit 
Convenience system central control unit 
Engine control unit 

Rear right ABS outlet valve 

Rear left ABS outlet valve 

16-pin connector 

23-pin connector 

38-pin connector 


Connection (K-diagnosis wire), in main wiring harness 


Up to February 2011 
Diagnostic connection 


06.2012 
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No. 7/ 9 


Current Flow Diagram 


285 


| K2 
‘32a 32a T32a 7322 1322 323° 
fj bi Ge Te We 
K can 61 
1 
1 
0.35 35 0.35 O35 
vives sw ont bh geisw 
sw 
rr ee a 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp, ABS 
warning lamp 


&S. 
G21 
J285, 
K 
K2 
K47 
T32a 


(B277) 


Rev. counter 

Speedometer 

Controf Gnit in dash panel insert 
Dash panel irigert 

Alternator waming-lamp 

ABS waming lamp 

32-pin connector 


Positive connection 1 (154}.in main wiring hamess 
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Suran/SpaceFox/Sport Van Current Flow Diagram No. 8/ 1 


Basic equipment 
From January 2011 
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Suran/SpaceFox/Sport Van Current Flow Diagram No. 8/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623- Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
$180 Fuse 8 (30), in battery fuse holder 
Tlay Single connector 
T1j__ Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


'B320) Positive connection 6 (30a) in main wiring hamess 


ws = white 
sw = black 
To red 

rt red 

br brown 
gn = green 
bl blue 
or grey, 

li pérple 
vi purple 
ge = yellow 
or orange 
rs pink 
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Ignition/starter switch, X-contact relief relay 


D___Ignition/starter switch 
J59X-contact relief relay 


Téd 6-pin connector 
T8a_8-pin connector 
(8272) Positive connection (30), in main wiring hamess 


tt & rt rt t ome 
(8346) Connection 1 (75), in main wiring hamess 


25 40 60 0s 
t t t br 


a 6d 
2 fi 
87 86 
66 
Sige 
05 05 05 ws = white 
wit swirt swt S 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi = purple 
ge = yellow 
6 6 7 8 9 20 m 2 2 m% 8 2% WF 2 or orange 
TET «= rs = pink 
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Fuse 27 on fuse holder B, Fuse 28 on fuse holder B, Fuse 
33 on fuse holder B, Fuse 39 on fuse holder B 


J17_ Fuel pump relay 
$B27 Fuse 27 on fuse holder B 
‘$B28 Fuse 28 on fuse holder B 
SB33, Fuse 33 on fuse holder B 
SB39 UFuse 39 on fuse holder B 
T9j Spin connector 
T16a_164in connector 


(8298) Positive connection 2 (30), in main wiring hamess 


) Positive connection 3 (30), in main wiring harness 
(8316) Positive conection 2 (30a) in main wiring hamess 


\B317) Positive connection 3 (30a) in main wiring harness 


(B634) Positive cShnection 2 (87), in main wiring hamess 


Diagnostié connection 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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Fuse 31 on fuse holder B, Fuse 32 on fuse holder B, Fuse 
42 on fuse holder B, Fuse 43 on fuse holder B, Fuse 48 on 
fuse holder B 


SB31 Fuse 31 on fuse holder B 
SB32_ Fuse 32 on fuse holder B 
SB42_ Fuse 42 on fuse holder B 
25 40 SB43_ Fuse 43 on fuse holder B 
arige switt SB48 Fuse 48 on fuse holder B 
T8d —8-pin connector, behind dash panel, centre 


(B274) Positive connection (58L), in main wiring hamess 


(B275) Positive connection (87), in main wiring hamess 


soy (B543/ Rositive connection (58R), in main wiring hamess 


(Be42) Positive connection (68), in main wiring hamess 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
x4 or grey 
Paro, Il purple s 
Yc = purple 
ge = yellow 
a 4 4 4 4 4 4 5 St 8 8 5 8 56 or orange 
TTT os, pink 
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Reversing light switch 


F4 Reversing light switch 
B25 Fuse 25 on fuse holder B 
S836 Fuse 36 on fuse holder B 
$B37Fuse 37 on fuse holder B 
SB38 “Euse 38 on fuse holder B 
B40 Flise 40 on fuse holder B 
SB41_FuSe 41 on fuse holder B 
SB47 Fuse47 on fuse holder B 
T2al 2-piréconnector 


(8273) Positive connection (15), in main wiring hamess 
(8336) Connection 2 (54), in main wiring hamess 


(8456) Connegtion (560), in main wiring hamess 


Only Models with multifunction steering wheel or driver and front 
passénger airbags 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
vy 80 a (Gem im (iS (iC or orange 
TONE os pink 
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Socket illumination bulb, 12 V socket 2 


ra L42. Socket illumination bulb 
SC2_ Fuse 2 on fuse holder 
1 1 $C20 Fuse 20 on fuse holder C 
035 15 B35 Fuse 35 on fuse holder B 
— SB46_ Fuse 46 on fuse holder B 
T3ak 3-pin connector 
q , U18 12 V socket 2 


(B629) Connection (56a), in main wiring hamess 


(B643)_ Connedtion 2'(58ay/9n main wiring hamess 


0.35 25 -o°* Upto May 2011 
geisw rtige x *2 From May 2011 


fiw 
3 


pe 
8 


158 


a, 
D 
Bs |e 
& 


n 72 73 4 75 76 7 78 79 
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Light switch, Turn signal switch, Headlight dipper and 
flasher switch, Parking light switch, Horn plate, Horn 
activation contact ring 


E1 Light switch 
E2wadium signal switch 
E4  Headlightedipper and flasher switch 
E19 Parking light switch 
H Hom plate 
H23 Hom activation contact Ting 
Tig Single connector 
T1h Single connector 
T12a_12-pin connector 


(678 ) Earth point, on steering wheel 


(B300) Positive connection 4 (30), in main wirigg hamess 


Only mode!s with multifunction steering wheel or driver and front 
passenger airbags 


15 16 
bisw —brisw 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi = purple 
ge = yellow 
6 «6 7 «8 eo mo % 2 8 8 8 6 9 98 or orange 
TTT] «= srs_—= pink 
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Headlight main beam relay, Dipped beam relay 


J12 Headlight main beam relay 
J331 Dipped beam relay 
T9a_9-pin connector 

T9b 9-pin connector 

T10i 10-pin connector 


(366 ) Earth connection 1, in main wiring harness 
Earth point, under the centre console near gear stick 


Connection 3 (56a), in main wiring hamess 


From October 2011 


ant 


THO [tio ft101 
ti 5 lf 


it 
- 
Fs 
3 
= ' 
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Hazard warning light switch, Hazard warning light relay, 
Indicator lamp for hazard warning light, Socket illumination 
bulb, 12 V socket, Number plate light 


E3 
J2 
K6 
142 
T2ax 
Tal 
T3c 
T8e 
TOI 
US 
x 


swige  swige gin ein 


ti odd 


Tn a a eT] 


(368 ) 
(606 ) 


(B726): 


Hazard waming light switch 
Hazard warning light relay 
Indicator lamp for hazard warning light 
Socket illumination bulb 
2-pin connector 

2-pin connector 

3-pin connector 

&-pin connector 

9-pin connector 

12 V socket 

Number plate light 


Earth connection 3, in main wiring harness 


Earth point, under the centre console near gear stick 


2Positive connection 2 (68), in main wiring hamess 


Only Smoker version models 
Only models with multifunction steering wheel or driver and front 
passenger airbags 
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Driver door contact switch, Front passenger door contact 
switch, Handbrake warning switch, Brake fluid level warning 
contact, Front interior light, Glove compartment light 


geF2,. Driver door contact switch 
F3.~ “Front passenger door contact switch 
F9  Handbréke warning switch 
F34__ Brake fluid f&yel warning contact 
Tic Single connector 
Tid Single connector 
Tai 2-pin connector 
T2dg 2-pin connector 
T2v 2-pinconnector 
T3e 3pin connector 
T16a_16-pin connector 
W1 Front interior light 
W6 Glove compartment light 


( 367 ) Earth connection 2, in main wiri 


05 035 6035035 


swign brit bert beirt Earth connection 10, in main wiring hamess 
S 


) Earth connection 12, in main wirifig hamess 
“yea ke Tia 
“a a ) Earth point, on top end of steering column 
(606 ) Earth point, under the centre:tonsole near gear stick 
S = Diagnostic connection 
1005035 gs 
bbs brisw 


5 


| 


Fo 


127 138 
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Right tail light bulb, Left tail light bulb, Rear left turn signal 
bulb, Rear right turn signal bulb, Left brake light bulb, Right 
brake light bulb, Left reversing light bulb, Right reversing 
light bulb 


M2. Right tail fighebulb 

M4 Left tail light bulb’ 

M6 Rear left tum signal Dill 
M8 Rear right tum signal bulb 
M9 _ Left brake light bulb 

M10. Right brake light bulb 
M16 Left reversing light bulb 
M17 _ Right reversing light bulb 
Tsp 5-pin connector 
T5q__5-pin connector 


( 21 ) Earth point, near fuel pump 


( 50 ) Earth point, on left in luggage compartment 


{ 372 ) Earth connection 7, in main wiring harness & 


(B335) Connection 1 (54), in main wiring hamess 


05 25 ws = white 
7 te sw = black 

ro = red 

rt red 

br = brown 

gn = green 

ol blue 

gr = grey 

fi purple 

® @© vi = purple 

ge = yellow 

“i]s taka BSS on “> osmnge 
TERT «= rs = pink 
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Brake light switch, Brake pedal switch, Fresh air blower and 
radiator fan relay, Additional brake light bulb, Radiator fan, 
Heated rear window 


F Brake light switch 

F47 Brake pedal switch 

J209 Fresh air blower and radiator fan relay 
J623_ Engine control unit 

M25 Additional brake light bulb 

T1k Single connector 

Til Single connector 
T2de 2-pin connector 
T2du 2-pin connector 

T4m 4-pin connector 

T5b _5-pin connector, behind rear left side trim, near wheel arch 
T9c 9-pin connector 

V7 Radiator fan 

Z1_— Heated rear window 


tam fit4m 


( 50 ) Earth point, on left in luggage compartment 


( 98 ) Earth connection, in rear lid wiring hamess 


Jes (671) Earth point 1, on front of left longitudinal member 
(B277) Positive connection 1 (15a) in main wiring hamess 
(8347) Connection 2 (75), in main wiring hamess 
165185157188 
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swiws swign 


Current Flow Diagram 


16 10086 
swign swign — swign 


re 


cc a ) 


1800181182 or 


white 
black 
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pink 
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Left headlight twin filament bulb, Right headlight twin 
filament bulb, Left side light bulb, Right side light bulb, Front 
left turn signal bulb, Front right turn signal bulb 


L1 Left headlight twin filament bulb 
L2 Right headlight twin filament bulb 
M1 Left side light bulb 
M3__ Right side light bulb 
M5 Front left tum signal bulb 
M7 Front right tum signal bulb 
TZam_ 2-pin connector 
Tan 2-pin connector 
T2w 2-pin connector 
T2x 2-pin connector 
T3h 3-pin connector 
13k 3-pin connector 
( 12 ) Earth point, on left in engine compartment 
(369) Earth connection 4, in main wiring harness 
(B630) Positive connection (left tum signal bulb), in main wiring harness 
(B631) Positive connection (right tum signal bulb), in main wiring hamess 
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Airbag coil connector and return ring with slip ring, Horn 


F138 
H 
H1 
"We, J4 
S872. 
Taz 
Sa 
T5k 
T9h 
710d 


brige beige 


183 


plate, Horn or dual tone horn, Dual tone horn relay 


Airbag coil connector and retum ring with slip ring 
Hom plate 

Hom or dual tone hom 

Dual tone hom relay 

Control unit for interactive system 
2-pin connector 

5-fin. connector 

5-pin'tennector 

@-pin corinector 

10-pin coniector 

10-pin connéétor 


Earth connection, in airbag wiring harness 


Positive connectior:3 (15a) in main wiring hamess 


Connection (71a), ircinain wiring hamess 
Only models with driver and front passenger airbags 

Only models with detachable operating unit for radio 

From October 2011 = 

Only models with miftifunction steering wheel or driver and front 
passenger airbags 
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Current Flow Diagram 


40 035 036 40 = 
swt swit swt swt 
ie Es 
ray rior a 
Cl 0 g 
Visa J301 3 
Jso1 
| yf 
sm Yftsm rm ram 15 
oe | 
grisw 1 
035 1 
grsw 
10 
Re 
J301 
vi 
ge 
197° 198 199 200stm0 203 ORC (tC B20 or 
POT rs 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


y Fresh air blower switch, Fresh air blower § 
overheating fuse, Fresh air blower 


E9 
J301 
N24 
T2ba 
T4v 
TSI 
T5m 
T8d 
T10F 
v2 
V154 


) Connection 2, in evaporator housing unit wiring hamess 


No. 8/ 16 


ries resistor with 


Fresh air blower switch 

Air conditioning system control unit %, 
Fresh air blower series resistor with overheating fuse 
2-pin connector 
4-pin connector 
5-pin connector 3 
5-pin connector 3 
&-pin connector, behind dash panel, centre 
10-pin connector 

Fresh air blower 

Fresh air and air recirculation flap control motor 


Earth connection 1, in air conditioning system wiring hames: 


) Earth point, under the centre console near gear stick 


) Connection 4, in evaporator housing unit wiring haméss 


) Connection (87), in air conditioning system wirifig harness 
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Immobiliser reader coil, Oil pressure switch, Fuel gauge, 
Multifunction indicator, Immobiliser control unit, Dash panel 


Jug Gi 


ro 


Y T32a y 1328, 
ris” Js 


0.38 
brisw 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 


a 2218S 


219 220222 2B 2H 


yellow 
orange 
pink 


insert, Left turn signal warning lamp, Right turn signal 
warning lamp, Electronic power control fault lamp 


D2 
F22 
Gi 
G22 
J119 
J285, 
J362 
J623 
K 


KES | 


Kot 
K132 
Tia 
T2j 
T3i 
Ti4a 
T32a 


{B383) 


Immobiliser reader coil 

Oil pressure switch 

Fuel gauge 

Speedometer sender 
Multifunction indicator 

Control unit in dash panel insert 
Immobiliser control unit 

Engine control unit 

Dash panel insert 

Left tum signal warning lamp 
Right tum signal warming lamp 
Electfdmtic power control fault lamp 
Single conriéetor 

2-pin connector 

3-pin connector 

14-pin connector, on Jéft.in engine compartment 
32-pin connector 


Connection 1 (powertrain CAN bus, high), in main wiring hamess 


Connection 1 (powertrain CAN Bus, low), in main wiring harness 


) Connection (speed signal), in mairswiring hamess 
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@ Suran/SpaceFox/Sport Van Current Flow Diagram No. 8/ 18 


Fuel gauge sender, Coolant temperature gauge, Rev. 
ik counter, Fuel system pressurisation pump, Speedometer, 
Control unit in dash panel insert, Dash panel insert, Main 
beam warning lamp, Alternator warning lamp, Reserve fuel 


® Gal ® warning lamp, Brake system warning lamp 


G Fuel gauge sender 


( 0) ) G3 Coolant temperature gauge 
G5 Rev. counter 


G6 Fuel system pressurisation pump 

Ko @x: Ki05 Kis G21 Speedometer 

J285 Control unit in dash panel insert 

| | K Dash panel insert 

aga Yisea Vtsza Ue, KI Main beam waming lamp 
He “a K2__Altemator warning lamp 

K105_ Reserve fuel warming lamp 
K118 Brake system waming lamp 

4] 4-pin connector 

T16a_16-pin connector 

32a 32-pin connector 


035035 «0.36 
grige orion ws 


2 (B340) Connection 1 (58d), in main wiring hamess 


ry (B625) Connection (K-diagnosis wire), in main wiring hamess 
Only smoker version models 
05 *2 Diagnostic connection 
ois S 
fTi6a 
id s 
kK E 
2 
ws” = white 
Sw = black 
Sto red 
. rt red 
br brown 
a gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
ee ne ne ne ee ee ee ne ee ee) or orange 
TOT rs pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 9/ 1 


Airbag systems 
From January 2011 


05.2012 


Suran/SpaceFox/SportVan Current Flow Diagram No. 9/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


( 1.) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 or orange 
rs pink 
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® Suran/SpaceFox/SportVan Current Flow Diagram No. 9/ 3 


Ignition/starter switch, X-contact relief relay 


D___Ignition/starter switch 
J59_ X-contact relief relay 
Téd 6-pin connector 
T8a_8-pin connector 


) Earth connection 1, in main wiring hamess 


Earth point, under the centre console near gear stick 


) Positive Gonnection (30), in main wiring hamess 


(8275) Positive connéétion (87), in main wiring hamess 


Positive connectiof{2 (30), in main wiring hamess 


25 40 05 
oelsw br swirt 


vi 

ge 

6 16 7 18 19 20 a 2 23 24 25 26 a 28 or 
CAFR rs 
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@ Suran/SpaceFox/SportVan 


0 Airbag coil connector and return ring with slip ring, Airbag 
control unit, Driver side airbag igniter, Front passenger side 
airbag igniter 1 


£138 Airbag coil connector and retum ring with slip ring 
J234 Airbag control unit 

= J623_ Engine control unit 

64 N952 Driver side airbag igniter 

N1316Front passenger side airbag igniter 1 

T2aw ~2-pin connector 

T2cu 2pin connector 

Sg 

T5k 5:pin connector 

Ti6a_16-pin connector 

T75a_7§-pin connector 


Vr753 v a 
Feeee (25 


0.38 


he (B625) Connection (K-diagnosis wire), in main wiring harness 
ws 


jagnostic connection 


ory 
035 05 * 0236 
bin bis ls 


- ree 
J623 

ws = white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

vi purple 

ge = yellow 
a 0 8m 2 8 4 © © FF 2 40a or orange 

eT os pink 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 9/5 


Belt tensioner switch 1, Belt tensioner switch 2, Airbag 
control unit 


F158 Belt tensioner switch 1 
F159 Belt tensioner switch 2 
J234 Airbag control unit 
y J393 Convenience system central control unit 
Pe he T2ei 2-pin connector 
T2ej 2-pin connector 
23a 23-pin connector 
T75a_75-pin connector 


(8273) Positive connection (15), in main wiring hamess 


* From April 2011 
028 0508 
sw oe sw 
40 
ow 
eek pataet ee al 
= = 
Fiss F1sg* 
ws = white 
sw = black 
ro red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ii purple 
vi purple 
ge = yellow 
a 4 4 4 4 4 4 5 St 8 8 5 8 56 or = orange 
TRVTNERETETT] =. pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 9/ 6 


Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp, Airbag 
warning lamp 


nat ‘ G5 Rev. counter 
syswad G21 Speedometer 


K ao °tgy,.J48 Heated rear window control relay 
= aE 285 Control unit in dash panel insert 
J623°oEngine control unit 
® es ® K Dash panel insert 
K2__Altémator warning lamp 


K75__ Airbagwaming lamp 
C2 Fuse 2 Gp fuse holder C 
SC6 Fuse 6 offfuse holder C 
T9i  9-pin connector 


® 
i 
SS 


ke 732a_32-pin connéctor 
(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 
324 Tae 32a 32a ss : 
i Rte 22 8 = 3 
5 cae can K 2 
T F: (8390) Connection 1 (powertrain CAN bus, low), in main wiring harness 
028 25 028 0.28 0.38 
oi geisw oisw “© ocior bis 
i 
C2 SCE 
[= [2 
| 50 
08 os 085 es =: ws 
swt orisw ors 
sw = black 
ro red 
rt red 
br brown 
v v gn green 
4 Jes Je28 bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
v7 8 8 6 6 2 68 & 6 6 of 6 6 70 or orange 
TTT «os pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 10/ 1 


Fog light and rear fog light 
From January 2011 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 10/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Akeitiator 


Cc Voltage regulator 

4623 Engine control unit 

$162 Fuse 1 (30), in battery fuse holder 

S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 

Tak 2-pin connector 

T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 2 8 4 or orange 
TET «Ts pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 10/ 3 


Ignition/starter switch 


D__Ignition/starter switch 
J12_ Headlight main beam relay 
J331 Dipped beam relay 
SC2_ Fuse 2 on fuse holder C 
as T8a 8-pin connector 
geisw T9a_9-pin connector 
T9b 9-pin connector 


(B272) Positive connection (30), in main wiring hamess 


b (B298) Positive connection 2 (30), in main wiring hamess 


C2 = 
5A ) (B346) Connection 1 (75), in main wiring harness 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 mM 2 2 m4 6 2% WF 2B or orange 
TANT rs pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 10/ 4 


Fuse 1 on fuse holder C, Fuse 3 on fuse holder C, Fuse 7 
| on fuse holder C, Fuse 17 on fuse holder C, Fuse 32 on fuse 


holder B, Fuse 38 on fuse holder B 


SC1_ Fuse 1 on fuse holder C 
SC3 Fuse 3 on fuse holder C 
SC7 Fuse 7 on fuse holder C 
SC17 Fuse 17 on fuse holder C 
SB32 Fuse 32 on fuse holder B 
SB38 Fuse 38 on fuse holder B 


(B273) Positive connection (15), in main wiring hamess 


0 
s 
1 


28 
W 
Ase 
SBee (8726) Positive connection 2 (58), in main wiring hamess 
) = 
7 - e 
5 


ow 


40 


sw 
ws 
ev 


= white 
= black 
To red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi =_ purple 
+ oe yellow 
Pe ee 2 8 4 6S 6 7 8 28 4 4 42 or orange 
room = rs = pink 
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Current Flow Diagram 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


EI 
E2 
E4 

E19 
4 
1 
H23 
J2 
J12 

J331 

Tig 

Tih 


No. 10/ 5 


Light switch, Turn signal switch, Headlight dipper and 
flasher switch, Parking light switch, Horn plate, Horn 
activation contact ring 


Light switch 
Tum signal switch — 
Headlightaiper and flasher Switch, 
Parking light switch 

Hom plate 

Hom or dual tone hom 

Hom activation contact ring 

Hazard waning light relay 
Headlight main beam relay 

Dipped beam relay 

Single connector 

Single connector 

2pin connector 

@-pin connector 

@-pin connector 

@-pin connector 

12-pin connector 


Earth point, on steering wheel 


) Positive connection 4 (30), in main wiring hamess 


Positive connection (68), in main wiring hamess 


Connection (71a), in main wiring hamess 


Connection (49a), in main wiring hamess 


Only models with multifunction steering whee! 
Only CROSS models 


05.2012 


® Suran/SpaceFox/SportVan 


Current Flow Diagram No. 10/ 6 


Front and rear fog light sWitch, Front and rear fog light switch 
illumination bulb : 


£23 Front and rear fog light switch 
L40 Front and rear fog light switch illumination bulb 
Téi _6-pin connector 


T16a 16-pin connector % 


(367) Earth connection 2, in main wiring haméss 


Earth point, on top end of steering column 


Earth point, under the centre console near Gear stick 


Diagnostic connection 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 


87 


yellow 
orange 
pink 
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Current Flow Diagram 


No. 10/ 7 


Fog light relay, X-contact relief relay 


J5 
J12 
J59 
Téd 
T9b 
T9r 


{ 606 


(B275) 


60 10 05 3 es 
{B338 


n 


72 


73 


4 


75 


76 


78 


79 


os 60 
oot F 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
ao a 2 8 a or orange 
TT os pink 


{ 366 } 


Fog light relay 

Headlight main beam relay 
X-contact relief relay 

6-pin connector 

9-pin connector 
9-pin,corinector 


Earth connection 1, in main wiring hafngss 

Earth point, under the centre console near gear‘Stick 
Positive connection (87), in main wiring hamess 
Connection 1 (58), in main wiring harness 


Connection 3 (56a), in main wiring harness 


Only CROSS models 3 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 10/ 8 


Rear fog light bulb, Left fog light bulb, Right fog light bulb, 
Left main beam headlight and fog light bulb, Right main 
beam headlight and fog light bulb 


L20 Rear fog light bulb 
L22 Left fog light bulb 

L23 Right fog light bulb 

M94__Left main beam headlight and fog light bulb 
M95__ Right main beam headlight and fog light bulb 
Taq 2-pin connector 

T2ee 2-pin connector 

T2y 2-pin connector 

T4am 4-pin connector 

T4an 4-pin connector 


( 21 ) Earth point, near fuel pump 
( 50 ) Earth point, on left in luggage compartment 
(372) Earth connection 7, in main wiring harness 

(381 ) Earth connection 16, in main wiring hamess 


(671 ) Earth point 1, on front of left longitudinal member 


(B554) Connection (fog light), in main wiring hamess 


= Only CROSS models 


white 
black 
red 
red 
brown 
= green 
blue 
grey 
purple 
= purple 
yellow 
orange 
= pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 10/ 9 


Rev. counter; Speedometer, Control unit in dash panel 
insert, Dash panel insert, Right turn signal warning lamp 


G5 Rev. counter 
G21 Speedometer 
J285 Control unit in dash panel insert 
K ; K Dash panel insert 
7 K94_ Right tum signal warming lamp 
M7 Front right tum signal bulb 


® 2) é 12x 2-pin connector 


I 32a _32-pin connector 


285 ® 


(8340) Connection 1 (8d), in main wiring hamess 


—~ 


Kos = (8631) Positive connection (right tum signal bulb), in main wiring hamness 

3a 32a 7228 
Ie ie née 
02s 02s 03 05 08 18085 
or ° orige —orige swign swign sw 

nd ws white 

: sw = black 

ro red 

rt red 

a br brown 

gn = green 

Mi bl blue 

or grey 

li purple 

vi purple 

ge = yellow 

En ee er or orange 

TET os pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 10/ 10 


Control unit in dash panel insert, Dash panel insert, 
Alternator warning lamp, Left turn signal warning lamp 


285 


Kes K2 


32a 


4 Br 6 
5 085 03 05 
swws Ol oesw gels 


/ 
pl ws white 
, sw = black 
ro = red 
| rt red 
al AP br = brown 
gn = green 
Me R ol blue 
gr = grey 
fi purple 
vi purple 
ge = yellow 
n80Me 8 W789 DSSS on “> tosmnige 
rT «= rs = pink 


J285, 
K 
K2 
K65 
MS 
R 
T2am 
T8t 
T32a 


(B518) 


(B630) 


Control unit in dash panel insert 
Dash panel insert 

Alternator warming lamp 

Left tum signal warning lamp 
Front left turn signal bulb 

Radio 

2-pin connector 

8-pin connector 

32-pin connector 


Connection (86s), in main wiring hamess 


Positive connection (left tum signal bulb), in main wiring harness 
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Air conditioning system 
From January 2011 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 11/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
$164 Fuse 3 (30), in battery fuse holder 
S177 Fuse 5 (30), in battery fuse holder 
$180 Fuse 8 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


( 1.) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


From February 2011 


ws = white 
sw = black 
ro Ted 

rt red 

br <= brown 
gh = green 
él blue 
or grey 

li purple 
vi purple 
ge = yellow 
or orange 
rs pink 
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Current Flow Diagram 


No. 11/ 


Ignition/starter switch, X-contact relief relay 


D 
J59 
Téd 
T8a 


( 366 


( 606 


(B272 


(B273) 


(B298 | 


(B300) 
D %, 
(B346, 


ja 


t } y 


18 
ow 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey, 
li purple 
vi purple 
age” = yellow 
2% or orange 
OTT rs pink 


Ignition/starter switch 

X-contact relief relay 

6-pin connector 

&-pin connector 

Earth connection 1, in main wiring hamess 

Earth point, under the centre console near gear stick 
Positive connection (30), in main wiring hamess 
Positive connection (15), in main wiring hamess 
Positive connection 2 (30), in main wiring hamess 


Positive connection 4 (30), in main wiring hamess 


Connection 1 (75), in main wiring harness 


For models with convenience system 


3 
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No. 11/ 4 


Air conditioning system control unit, Fresh air and air 
recirculation flap control motor 


@ Suran/SpaceFox/SportVan 


Current Flow Diagram 


J301 
®@ 4J301 Air conditioning system control unit 
Denso J623 Engine control unit 
yor Prior Gir Prior T4v 4-pin connector 
i” 4 pro fs 18d _8-pin connector, behind dash panel, centre 
E106)x40-pia connector 
154. Fresh air aiiéair recirculation flap control motor 
(8340) Connection 1 (68d), in titain wiring hamess 
05 os 035 ois 
wn t swt (76) Connection (87), in air conditioning system wiring hamess 
80 80 3 
J S 
05 0.35 0% 03 03 40 40 
swvi risw ort beige Swit Swit swt 
rv tw ira 
ae ae 
: [Ted 
Jez i 7 
Vi154 white. 
25 black 
Swit red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
2% 2 =o 8 7 8 9 40 orange 
pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 11/5 


Fresh air blower switch, Air conditioning system control unit, 


Fresh air blower series resistor with overheating fuse, Fresh 
J301 


air blower 
© Denso E9 Fresh air blower switch 
or 4301 Air conditioning system control unit 
? N24 _ Fresh air blower series resistor with overheating fuse 
T2ba_2-pin connector 
51 5-pin connector 
T5m__-pin connector 
78d _8-pin connector, behind dash panel, centre 


T10F 10-pin connector 
@) V2 Fresh air blower 


( 97 ) Earth connection 1, in air conditioning system wiring hamess 


} Earth point, Gifaenthe centre console near gear stick 


) Connection 2, in evaporator néusing unit wiring hamess 


( L8 ) Connection 4, in evaporator housing unit wiring hamess 


40 40 
swibr or 
Td 3. 
15 25 25 2 
orsw wor or 


vi purple’% 

ge = yellow 

a 4 6 6 7 8 4 5 St 2 8 oF 8 56 or = orange 
CETTE = S. pink 
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@ Suran/SpaceFox/SportVan 


Current Flow Diagram 


No. 11/ 6 


J301 
®) Valeo 
Wir Dro Toor Teor We sor Uta 
ti 6 ae Aaa 3 B 
036 026 os 0s 
on vs t vige 
rad rad S ed 
i b 
05 05 02s 085 «08 | 25 as 
swt risw ard cn ore 
tea tsa frost 
Ce 
: = Ted 
Jez i s 
Vi154 
26 
wit 
7 8 o eo 2 6 « 6 6 of 6 6 7 
rR 


Air condi 
recirculation flap control motor 


J301 
J623 
Téal 
T8d 
T10f 
V154 


ning system control unit, Fresh air and air 


Air conditioning system control unit 
Engine control unit 

6-pin connector 

8-pin connector, behind dash panel, centre 
10-pin connector 

Fresh air and air recirculation flap control motor 


Connection (87), in air conditioning system wiring harness 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 11/7 


Fresh air blower switch, Air conditioning system control unit, 
Fresh air blower series resistor with overheating fuse, Fresh 


S20} air blower 
( : © _ Valeo : E9 Fresh air blower switch 
ror sr 4J301 Air conditioning system control unit 


N24 _ Frash air blower series resistor with overheating fuse 
T2ba_2-pin connector 
J T4ao__4-pin connector 
% T5m 5-pin connector 
T8d__8-pin connector, behind dash panel, centre 
TIO 10-pin connector 
V2 Fresh air blower 


( 97 ) Earth connection 1, in air conditioning system wiring hamess 


(606 ), Earth point, under the centre console near gear stick 


( Lé ) Céanection 2, in evaporator housing unit wiring hamess 


( L8 ) Conneétion 4, in evaporator housing unit wiring hamess 


10 28 ; 25 ws = white 
~ bid sw = black 
ro red 
rt red 
br = brown 
gn green, 
bl Biue 
gr ~ = grey 
ti purple 
vi purple 
ge = yellow 
n 2 3 wf % 7% 7 7% 7 oO 8 @& 83 BA or = orange 
ROT «os, pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagra No. 11/ 8 


High-pressure sender, Air conditioning system switch-off 
relay, Air conditioning system magnetic clutch 


G65. Piigh-pressure sender 

J365 Air Conditioning system switch-off relay 
J623  Enginecontrol unit 

N25 _ Air conditioning system magnetic clutch 
2-pin connector 

3-pin connééior 

9-pin connector 

10-pin connector 

16-pin connector 


Je2s 


Earth connectiof®2, in main wiring hammess 


Earth point, on top end of steering column 


Earth point, undéf the centre console near gear stick 


(8277) Positive conneétion 1 (15a) in main wiring hamess 


Diagnostic ca 
From October 2011 


swit isi, sw swit ~2 


ws = white 
sw = black 
ro red 

rt red 

br brown 
gn = green 
bl blue 
or grey 

ii purple 
vi purple 
ge = yellow 
or orange 
rs pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 11/9 


Radiator fan 2nd speed relay, Fresh air blower and radiator 
fan relay, Radiator fan series resistor, Radiator fan 


J101 Radiator fan 2nd speed relay 
J209 Fresh air blower and radiator fan relay 
J623_ Engine control unit 
N39__ Radiator fan series resistor 
T2df 2-pin connector 
T3ae 3-pin connector 
T9c 9-pin connector 
T9d 9-pin connector 
V7 Radiator fan 


(378 


Earth connection 13, in main wiring hamess 


Earth point 1, on front of left longitudinal member 


Positive connection 6 (30a) in main wiring hamess 


Positive connection 8 (30a) in main wiring hamess 


From February 2011 


ws = white 
sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

vi purple 

ge = yellow 

En ee or orange 
TERT os pink 
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115 


117 


118 


120 


121 


123 


126 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Fuse 2 on fuse holder C, Fuse 15 on fuse holder C, Fuse 16 
on fuse holder C, Fuse 28 on fuse holder B, Fuse 38 on fuse 
holder B, Fuse 42 on fuse holder B 


J393 
sc2 
SC15 
SC16 
SB28 
SB38 
SB42 
123a 


(B275) 


Convenience system central control unit 
Fuse 2 on fuse holder C 

Fuse 15 on fuse holder C 

Fuse 16 on fuse holder C 

Fuse 28 on fuse holder B 

Fuse 38 on fuse holder B 

Fuse 42 on fuse holder B 

23-pin connector 


Positive connection (87), in main wiring hamess 


Positive connection 3 (30), in main wiring hamess 


Positive connection 5 (30), in main wiring hamess 


For models with convenience system 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


Current Flow Diagram 


K 
G5 Rev. counter 
e2 eA G21 Speedometer 
® ® 4J285 Control unit in dash panel insert 
I ins J393_ Convenience system central control unit 
J623_ Engine control unit 
r ® \ K Dash panel insert 
K2 — Altermator warming lamp 
R Radio 
T8f &-pin connector 
T16a_16-pin connector 
- - 123a _23-pin connector 
awk Be es 32a 32-pin connector 
f (8321) Positive connection 7 (30a) in main wiring hamess 
(8518) Connection (86s), in main wiring hamess 
oss 08 05 036 = 
~ ave tiew (B625) Connection (K-diagnosis wire), in main wiring hamess 
= Diagnostic connection 
03 «035 «08 05 05 «=O 025 «(035 «605 
blign bliws biws: pelsw gesw = ge/sw sw sw rtisw 
Mee By fee ber 
0 wie IK we Nt 
Je23 Ja93 = J393 R 
ws = white 
& sw = black 
Sto red 
rt red 
> br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
Pe en ee 718139140 or orange 
ROT os, pink 
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Radio 
From January 2011 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 12/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


( 1.) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ws = shite 
sw =Sblack 
To red 
rt red 
br brown 
gn green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
1 2 8 4 or orange 
TORT Ts pink 
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60 160 © «60 60 
rt 


25 40 
gelsw br 
6 16 7 8 19 20 a 2 23 24 25 26 2 28 
PETTITT 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


D 
J59 
Téd 
T8a 


( 366 


( 606 


(B272 


(B275) 


(B298 | 


(B300) 


(B346, 


Ignition/starter switch, X-contact relief relay 


Ignition/starter switch 

X-contact relief relay 

6-pin connector 

&-pin connector 

Earth connection 1, in main wiring hamess 

Earth point, under the centre console near gear stick 
Positive connection (30), in main wiring hamess 
Positive connection (87), in main wiring hamess 
Positive connection 2 (30), in main wiring hamess 


Positive connection 4 (30), in main wiring hamess 


Connection 1 (75), in main wiring harness 
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@ 


Suran/SpaceFox/SportVan Current Flow Diagram 


No. 12/ 4 


Radio, Front left treble loudspeaker, Front left bass 
loudspeaker, Front right treble loudspeaker, Front right bass 


R 


a9 80 ef R20 
+ R21 
R22 
R23 
T2bb 
T2be 
T2bd 
Tat 
TSS 


T8t 
T8g 


loudspeaker 
8 ) 


(606 ) Earth point, under the centre console near gear stick 


Radio 
Front left treble loudspeaker 
Front left bass loudspeaker 
Front right treble loudspeaker 
Front right bass loudspeaker 
2-pin connector 
2-pin connector 
2-pin connector 
2-pin connector 
5-pin connector, in driver door 
» 5-pin connector, in front passenger door 
‘pin connector 
8-pia connector 


29 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 12/ 5 


Radio, Aerial, Rear left bass loudspeaker, Rear right bass 
loudspeaker, Aerial amplifier 


R_ Radio 
R11 Aerial 


R15. Rear left bass loudspeaker 

R17 Rear right bass loudspeaker 

R24 Aerial amplifier 

T2cb 2-pin connector 

T2ce 2-pin connector 

T4y 4-pin connector, in rear right door 
T4z 4-pin connector, in rear left door 
T8q _8-pin connector 


£5 


ws S= white 
sw = black 
® = red 
St = red 
br = brown 
gn = green 
bl = blue 
gr = grey 
li = purple 
vi = purple 
ge = yellow 
2 44 45 GT aw ww SC or = orange 
TET «= rs_= pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 12/ 6 


Radio 


J393. Convenience system central control unit 
J446 Parking aid control unit 
) J623_ Engine control unit 
R_ Radio 
T8f &-pin connector 
T16a_16-pin connector, on diagnostic connection 
T16e 16-pin connector 
723a_23-pin connector 


(B464) Connection (speed signal), in main wiring hamess 
(8518) Connection (86s), in main wiring hamess 


(B625) Connection (K-diagnosis wire), in main wiring hamess 


Diagnostic connection 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
v7 8 8 6 of 2 68 & 6 6 of 6&8 6 70 or orange 
TART os pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 12/ 7 


Radio 


R J446 Parking aid control unit 
( J879 Control unit for interactive system 
U 


© R_ Radio 

Wr20a Wr20a ‘Wr20a Wr20a T8f &-pin connector 
ie ie pro ijn T10d_ 10-pin connector 
T16e 16-pin connector 


720a 20-pin connector 


a 
= 
sa 


(8324) Positive connection 10 (30a) in main wiring hamess 


035 «4035 «038 «0.85 i» : Sy eine 
brisw = brign —brige. ws. (B336) Connection 2 (54), in main wiring harness 


(8340) Connection 1 (68d), in main wiring hamess 


Ih Jwagen Ag = Only models with park assist steering 


IT10a 
A 


Je79 


ees 


05 05 05 © 035 
orice grige 


=—)¢—- 


n 72 73 4 75 76 7 78 
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Operating unit in steering wheel, Multifunction buttons on 
left in steering wheel, Airbag coil connector and return ring 
with slip ring, Horn plate 


Exo £221 Operating unit incstéetingrwheel, 
= 7 z A E440 Muttifunétion buttons on left in steefiReswheel 
[ Lad bat bat La F138_,Altbag coil connector and retum ring with Siping 
de> Hom plate 
ea (®) S%4_ Dual tone hom relay 


x TS 
| | | & TSg 5-pin connector 


: T5k 5-pin connector 
ry & Téai 6-pin connector 
| é T9h 9-pin connector 


( 109 ) Earth connection, in airbag wiring hamess 


Only models with operating unit for radio 
2 Only models with airbag 


Téat 
is 


05 5 
swiws 


05 
or %, 
T 
ae ; 
ws = white 
sw = black 
ro red 
rt red 
br brown 
Fan gn = green 
ne bl blue 
a or grey 
ii purple 
vi = purple 
ge = yellow 
6 «6 oe «8 eo mo © 2 8 8 8 8 7 98 or orange 
TTT «= rs_= pink 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


Gs Gai G5__-Rev. counter 
G21 Speedometer 
® ® J285 Control unit in dash panel insert 
i 285 J623 Engine control unit 


Dash panel insert 

Alternator warning lamp 

16-pin connector, on diagnostic connection 
32-pin connector 


® 


Earth connection 2, in main wiring harness 


61 LIN-Bus can B cant Earth point, on top end of steering column 


32a VTa2a | 32a “Yia2a Waa Ta2a 
14 4 2s Aiz6 Lee (a) 122 


Earth poifit, under the centre console near gear stick 


Connection 1 (powertrain CAN bus, high), in main wiring hamess 


8S 05085088 


Connection 1 (powertrain CAN bus, low), in main wiring harness 
pl gesw grige © orisw —ovfbr 


Diagnostic connection % 
Only models with operatirig unit for radio 


035 (035 
orisw —orfor 
| ag 
Je23 J623 

99 100 «101-102, 105106107108 
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113 


115 


117 


118 


119 


120 


121 


123 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Control unit in dash panel insert, Dash panel insert 


J48 
J285 
K 
sc2 
scs 
S66, 
$c21 
SB28 
SB38 
T9i 
T32a 


(B273) 


(B277) 


{B299) 


Heated rear window control relay 
Control unit in dash panel insert 
Dash panel insert 

Fuse 2 on fuse holder C 

Fuse 5 on fuse holder C 

Fuse 6 on fuse holder C 

use 21 on fuse holder C 
Fus6:28 on fuse holder B 

Fuse 389 fuse holder B 

@-pin connettor 

32-pin connector 


Positive connectior(15), in main wiring hamess 


Positive connection 1 (45a) in main wiring hamess 


Positive connection 3 (30, in main wiring hamess 


Only models with operating unit for radio 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 13/ 1 


Window wash/wipe system and heated rear window 
From January 2011 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 13/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, on left in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


a ( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


4 2 


ae Tak Ste2 PSi63 


asa Witoa 


250 
ow 
20 
B 
= ws = white 
sw = black 
ro red 
rt red 
250 br brown 
ow gn green 
bl blue 
or grey 
li purple 
o) Mi = Gap 
ge = yellow 
1 5 6 7 8 9 10 Ff 48 1 or orange 
teem “OVS pink 
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® Suran/SpaceFox/SportVan Current Flow Diagram No. 13/ 3 


Ignition/starter switch, X-contact relief relay 


D__Ignition/starter switch 
J59 X-contact relief relay 
| Téd 6-pin connector 


T8a_8-pin connector 


(B272) Positive connection (30), in main wiring hamess 


bs 


(B273) Positive connection (15), in main wiring hamess 


(8298) Positive connection 2 (30), in main wiring hamess 


(8300) Positive connection 4 (30), in main wiring hamess 
it tt an 
(8346) Connection 1 (75), in main wiring hamess 


is D 
Wise Te T8a 
(cee [2 
15 6s 

5005 40 0s 

swige wit sw swt 


= ws white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 mM 2 2 mM 8 2% WF 2 or orange 
RTT TS pink 
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Intermittent wiper switch, Rear wiper switch, Automatic 
intermittent wash and wipe relay 


Intermittent wiper switch 

Rear wiper switch 

Automatic intermittent wash and wipe relay 
Automatic intermittent wash and wipe control unit 
8-pin connector 

9-pin connector 

18-pin connector 


4 


) Earth connection 1, in main wiring harness 


) Earth point, under the centre console near gear stick 


Only models with no rain and light sensor 
2 From October 2011 
“3. Only models with rain and light sensor 


10 05 805 10 
on gnisw gnsw gniit 


2 ——a 


a 2 


oF 


a 


Jg32 
18 
iz 
3 
3 
08 
or 
ws = white 
sw = black 
we 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
7 8 tw or orange 
mT os pink 
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Windscreen wiper motor, Heated rear window 


J932 Automatic intermittent wash and wipe control unit 
T1k Single connector 


Je og 7 J mm) we OG TIl__ Single connector 
—_ Woe Woe T5b _5-pin connector, behind rear left side trim, near wheel arch 
int A T5f 5-pin connector 
tae fed bad T18c¢ 18-pin connector 
. * * Bars V___ Windscreen wiper motor 
Z1 Heated rear window 
( 50 ) Earth point, on left in luggage compartment 
Tb is 
H mt iS ss nA 
( 98 ), GattH’connection, in rear lid witi@shamess 
10 10 10 10 10 10 25 = Kus 


swign ‘i ‘ swibl 
{ 366 ) Earth connection 1, in main wiring harness 


Only models with rain and light sensor 


Tk 
Zi 
U 
zn 
0 10 5 Fs 
or or or é 
ws 
sw 
ee 
ro 
tt 
br 
5 gn 
25 
or bl 
gor i 
ii 
vi 
ge 
a 4 4 4 4 4 4 5 St & 8 5 6 58 or 
rT rs. 
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Rear window wiper motor, Windscreen and rear window 
washer pump 


J31 Automatic intermittent wash and wipe relay 
"8@2) 4Euse 2 on fuse holder C 
SC6 Fuse 6/an fuse holder C 
SC18 Fuse 18 ofi fase holder C 
T2a0 2-pin connector 
T4x  4-pin connector 
R 15a _5-pin connector, behindiyear left side trim, near wheel arch 
S T18¢ 18-pin connector 
V12_ Rear window wiper motor 
i ae es ‘ 59. Windscreen and rear windowswasher pump 
(8621) Connection 1 (53c), in main wirifig hamess 
Pa ea 8 a 3 
i 7 | rl $ (8737) Connection 2 (3c), in main wiring Ramess 
30 1005 25 * Only models with rain and light ser 
antes ans swt swige 
10 ° S 
anus ont 
jt220 
z 
16 
1230 v ic 6, 
19 05 «1010 ) ais: = ws 
ont = gnit = gift = git «nit ee nc ipa 
ro red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ti purple 
vi purple 
ge = yellow 
Ca ee ee ee ee ee ee or = orange 
OAT os pink 
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Intermittent wiper regulator, Multifunction display call-up 
button, Heated rear window button 


i: 


swige — swige 


Ld 


10 
swior 


white 
black 
red 
red 
brown 
sgreen 
blue 
orey, 


purple 
yellow 
orange 
pink 


n 72 73 4 75 76 7 78 79 20 at 82 83 84 


purpid, 


E38 
E86 
£230 
J879 
J932 
SB29 
SB38 
T6e 
T10d 
T18c 


(B275) 


(B277) 


(B736} 


2 


Intermittent wiper regulator 

Multifunction display call-up button 

Heated rear window button 

Control unit for interactive system 

Automatic intermittent wash and wipe control unit 
Fuse 29 on fuse holder B 

Fuse 38 on fuse holder B 

6-pin connector 

10-pin connector 

18-pin connector 


Positive connection (87), in main wiring hamess 
Positive connection 1 (15a) in main wiring hamess 
Positive connection (53a), in fffaia wiring hamess 


Only models with rain and light sensor 
For models with interactive system 
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beirt 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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Rev. counter, Speedometer, Heated rear window control 
relay, Control unit in dash panel insert, Dash panel insert, 
Alternator warning lamp, Heated rear window warning lamp 


GS 
G21 
J48 
J285 
K 
K2 
K10 
T9i 
Ti6a 
T32a 


{ 367 ) 


Rev. counter 

Speedometer 

Heated rear window control relay 
Control unit in dash panel insert 
Dash panel insert % 
Altemator warning lamp ; 
Heated rear window waming lamp 2 
@-pin connector 2 
16-pin connector 

32-pin connector 


Earth connection 2, in main wiring hathess 


Earth point, on top end of steering cofumn 
Earth point, under the centre console near gear stick 


Connection 2 (75), in main wirit 


Connection (86s), in main yiiring hamess 


Diagnostic connection, 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 14/ 1 


Interactive system 
From January 2011 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 14/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 

B Starter 

C  Altemator 

C1 Voltage regulator 

J623_ Engine control unit 

$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 

Tak 2-pin connector 

T2ar 2-pin connector 


Earth strap, battery - body 


{ 49 ) Earth point, near ..., near battery 


Threaded connection (30), on battery fuse holdef 


Tak Tak S162 P Stes 
A 


asa Uso 


B 
ws = White 
sw = black 
ro = red 
t= red 
br = brown 
: gn = green 
= bl blue 
ar = grey 
i purple 
3) w= purple 
ge = yellow 
1 oo 7 8 98 0 nN 2 41 oe = ngs 
rom =r. = pink 
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white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


D 
J59 
Téd 
T8a 


{ 366 ) 


( 606 


(B272) 


(B273) 


(B275) 


No. 14/ 3 


Ignition/starter switch, X-contact relief relay 


Ignition/starter switch 

X-contact relief relay 

6-pin connector 

&-pin connector 

Earth connection 1, in main wiring hamess 

Earth point, under the centre console near gear stick 
Positive connection (30), in main wiring hamess 
Positive connection (15), in main wiring hamess 


Positive connection (87), in main wiring hamess 


Positive connection 2 (30), in main wiring hamess 


) Positive connection 4 (30), in main wiring hamess 


) Connection 1 (75), in main wiring hamess 
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Multifunction display call-up button, Heated rear window 
button, Ambient temperature sensor, Control unit for 
interactive system 


E86 Multifunction display call-up button 
£230 Heated rear window button 
G17 Ambient temperature sensor 


108 108 
fi ‘4 J4 Dual tone hom relay 
J48 Heated rear window control relay 
J446 Parking aid control unit 
J623 Engine control unit 
J879 Control unit for interactive system 
R_ Radio 
T2dv  2-pin connector 
Tée _6-pin connector 
ul T9h 9-pin connector 
on T9i_9-pin connector 
T10d_ 10-pin connector 
Ti6e 16-pin connector 
20a 20-pin connector 
( 12.) Earth point, on left in engine compartment 
20a Ton 
7 ‘is ™ (379) Earth connection 14, in main wiring hamess 
Only models with operating unit for radio 
Only models with park assist steering 
br = brown 
gn = green 
bl blue 
Jez3 or grey 
ti purple 
(©) w= pple 
ge = yellow 
2 0 0 2 8 ew & 8 7 8B 8 4 Owe or = orange 
mT os pink 


06.2012 
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Easo 


Current Flow Diagram 


rTsl 
Fiat 


ris 
Fiat 


Tam 
plat 


43 


46 


a7 


49 50 


a1 


52 


53 


55 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Operating unit in steering wheel, Multifunction buttons on 
left in steering wheel, Multifunction buttons on right in 
steering wheel, Airbag coil connector and return ring with 
slip ring, Horn plate 


£221 
£440 
E441 
F138 
H 
15g 
T5k 
Téai 
Tal 
T8m 


Operating unit in steering wheel 

Multifunction buttons on left in steering wheel 
Multifunction buttons on right in steering wheel 
Airbag coil connector and retum ring with slip ring 
Hom plate 

5-pin connector 

5-pin connector 

6-pin connector 

&-pin connector 

&-pin connector 


) Earth connection, in airbag wiring hamess 


Only models with operating unit for radio 
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No. 14/ 6 


Maltifunction buttons on left in steering wheel, Multifunction 
button's.on right in steering wheel, Multifunction indicator, 


E440 s Control unit in dash panel insert, Dash panel insert 
E440 Muitifdaction buttons on left in steering wheel 
£441 Multifunetion buttons on right in steering wheel 
285 J119 Multifunction indicator 
Ga Ya a © Fin dash panel insert 
Fiat [Fiat | Flatcable \ Engine control unit 


Dash panel insert 
&-pin connector 
&-pin connectét. 
16-pin connector 
32-pin connect&r 


Earth connectigh 2, in main wiring hamess 


Earth point, ontop end of steering column 


Earth point 2inder the centre console near gear stick 


(B383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 
tem tam |r 


Bm 
i ii Iat__@¥iatcable 


( % z 


Cgitnection 1 (powertrain CAN bus, low), in main wiring harness 


Diagnostic connection 
Only models with operating unit for radio 


Esat 

0.28 

orisw 
ws = white 
sw = black 
ro red 
rt red 

Jé23 br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 

7 88 6 70 or orange 
OAT os pink 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


K 
Gi = G5 Rev. counter 
G21 Speedometer 
® ® J48 Heated rear window control relay 
22s J285 Control unit in dash panel insert 
4 K Dash panel insert 
® ) K2 Alternator warning lamp 
R_ Radio 
SC2_ Fuse 2 on fuse holder C 
Ke SC6_ Fuse 6 on fuse holder C 
SC21 Fuse 21 on fuse holder C 
- SB38_ Fuse 38 on fuse holder B 
Vee’ pees T8f _8-pin connector 
61 @9i__ 9-pin connector 
324 82-pin connector 
(8277) Positivé‘eonnection 1 (15a) in main wiring hamess 
035 2 
FI = 
(8518) Connection (868{, in main wiring hamess 
= Only models with operating unit for radio 
| 
08 25 05 06 
bisw fisw celw  geisw 
ih 
is 
R 
: 21b 2 0 
C21 ISCé C2 
s 2a Py 
| | 
ia ab Pa 
ws = white 
sw = black 
f 1 ro = red 
5 5 
sw switt My red 
br = brown 
gn = green 
bl blue 
gr = grey 
ry purple 
vi purple 
ge = yellow 
n 2 3 wf % 7% 7 7% 7 oO 8 @ 83 BA or = orange 
TET TS pink 
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Multifunction steering wheel 
From January 2011 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, on left in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


{507 ) Threaded connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
1 Of, orange. 
8 pink 
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Ignition/starter switch, X-contact relief relay 


D__Ignition/starter switch 
J59_X-contact relief relay 
Téd 6-pin connector 
T8a 8-pin connector 


( 366 ) Earth connection 1, in main wiring harness 


(606 ) Earth point, under the centre console near gear stick 


(8272) Positive connection (30), in main wiring hamess 


(8273) Positive connection (15), in main wiring hamess 


(B275) Positive connection (87), in main wiring hamess 


(B298) Positive connection 2 (30), in main wiring hamess 


(8300) Positive connection 4 (30), in main wiring hamess 


(8346) Connection 1 (75), in main wiring hamess 


Only models with operating unit for radio 
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Operating unit in steering wheel, Tiptronic switch in steering 
wheel to shift down, Multifunction buttons on left in steering 
wheel, Airbag coil connector and return ring with slip ring, 


Eo Horn plate, Driver side airbag igniter 
, ; , , E221 Operating unit in steering wheel 
4 4 4 4 E439. Tiptronic switch in steering wheel to shift down 
Exi®) E440 Multifunction buttons on left in steering wheel 
F138 Airbag coil connector and retum ring with slip ring 
H Hom plate 

J234 Airbag control unit 

ry gan Wraan Wraan N95 _ Driver side airbag igniter 

fe (ee | T2aw 2-pin connector 

T3an 3-pin connector 
T5q _5-pin connector 

. T5k 5-pin connector 

we Téai_6-pin connector 
T75a_75-pin connector 

ace 109 ) Ean eéFinegtion, in airbag wiring harness 
Téai 5 
Nos a z 
7 i = Only models with opérating unit for radio 
0s 7 
slus z 
Fise| H 
a 0 0 2 8 we & 6 TF BOD 
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Tiptronic switch in steering wheel to shift up, Multifunction 
buttons on left in steering wheel, Multifunction buttons on 
right in steering wheel 


Exo E438 Tiptronic switch in steering wheel to shift up 
E440 Multifunction buttons on left in steering wheel 
E441 Multifunction buttons on right in steering wheel 
T3ao_3-pin connector 

T8|  &pin connector 


T8m 8 pin connector 
* For models with interactive system 


Fat | Flat 


T3a0 [a0 | 1220 


tem fem | 2 
Fiat i Flat griat Fiat 
T T ‘ 
a 4 4 
Esai 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
gr grey 
li purple 
vi = purple 
ge = yellow 
43 44 45 46 aT 48 49 50 51 52 53 54 55 56 or orange 
EET os pink 
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18% 
sw 
his l. g 
H 
‘SBs1 
Dota) a: on 
22 
ie fib 
18 
wot 
18 
swibl 
687 
TTT 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Horn or dual tone horn, Dual tone horn relay 


H1 
J4 
J879 
SB41 
T2z 
T9h 
Tiod 
T10j 


Hom or dual tone hom 
Dual tone hom relay 

Control unit for interactive system 
Fuse 41 on fuse holder B 

2-pin connector 

9-pin connector 

10-pin connector 

10-pin connector 


Earth connection 3, in main wiring harness 


Earth point, under the centre console near gear stick 


Positive connection 3 (15a) in main wiring harness 


Connection (71a), in main wiring hamess 


Only models with airbag 
From October 2011 
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Fuse 2 on fuse holder C, Fuse 6 on fuse holder C, Fuse 21 
on fuse holder C 


J48 Heated’Tear window control relay 
R_ Radio 
SC2- Fuse 2 on fuse holder C 
SC6 Fuse 6 on fuse hoidéC 
SC21 Fuse 21 on fuse holder6. 


T8f — 8-pin connector 
S T9i 9-pin connector 

(8518) Connection (86s), in main wiring hamess 

= Only models with operating unit fof radio 


5 05 
onisw wl 

ws white 

Ti sw black 

ne ro red 

Jae rt red 

br brown 

gn = green 

bl blue 

gr grey 

ti purple 

vi purple 

ge yellow 

n 2 8 & &8 6 7 7 7 8 oF 82 68 BA or = orange 

Pea rs pink 
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Rev. counter, Speedometer, Multifunction indicator, Control 
unit in dash panel insert, Dash panel insert, Alternator 
warning lamp 


G5 Rev. counter 
G21 Speedometer 


Gs 
® [eses ®© ® J119. Multifunction indicator 
J285 Control unit in dash panel insert 


Jig 


J623_ Engine control unit 
) K Dash panel insert 

K2  Altemator warming lamp 
Ti6a_16-pin connector 
732a_32-pin connector 


( 367 ) Earth connection 2, in main wiring harness 


wa Vises 2a 32a 
fee Eo ean ane / 
hy (605 ) Earth point, on top end of steering column 
3 af ~*(606 ) Earth point, under the centre console near gear stick 
= aa we 
(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 


035 «4035 «035 «0350.85 
bl oofsw orisw = oribr.—orfbr 


(8390 


“Connection 1 (powertrain CAN bus, low), in main wiring harness 


Diagnostic connection 

2 ‘Only models with operating unit for radio 
°3 From September 2011 

74 ‘Only models with basic equipment 


2 
40 05 05 = 0.36 
br br br or 

Tea tt62 

4 5 

34 131 


8 286 er 88 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 16/ 1 


Parking aid (PDC) 
From January 2011 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 16/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


( 1.) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 2 1 4 or orange 
TART Ts pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 16/ 3 


Ignition/starter switch, X-contact relief relay 


D__Ignition/starter switch 
J59_X-contact relief relay 
| Téd 6-pin connector 


T8a 8-pin connector 


(366 ) Earth connection 1, in main wiring harness 
af Volk ~ 
= (606 } Earth point, under the centre console near gear stick 


(8272) Positive connection (30), in main wiring hamess 


(8273) Positive connection (15), in main wiring hamess 


40 25 
7 at %, = 
(8275) Positive connection (87), in main wiring hamess 
(8298) Positive connection 2 (30), in main wiring hamess 
Tea 83 a 
0 So D = 
| (8300) Positive connection 4 (30), in main wiring hamess 
73 is = 
i (8346) Connection 1 (75), in main wiring harness 
Tea 1 T8a "ea u T8a a 
: S| a 
50 % os 
25 40 05 > 
sw Sw wit g 
ws = white 
25 «40 «os tgoN 1s sw = black 
swoe bro 9 Si sw ro. = red 
rt red 
br = brown 
gn = green 
ol blue 
gr = grey 
li purple 
vi purple 
ge = yellow 
6 6 7 6 0 © 4M 2 8 4 8 6 Bw on oninge 
rome «ors -= pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 16/ 4 


Rear left parking aid sender, Rear centre left parking aid 
sender, Rear centre right parking aid sender, Rear parking 
aid warning buzzer, Parking aid control unit 


U U U U U U U U ) G203 Rear left parking aid sender 
12 7 12f 12f 12f 12f 162 162 162 162 G204_ Rear centre left parking aid sender 
5 B 8 10 Ae 


205 Rear centre right parking aid sender 

6206 Rear right parking aid sender 

H15_ Rear parking aid warming buzzer 

Parking aid control unit 

2-pin connector 

T3aq pin connector 

T3ar 3-pir?gonnector 

T3as 3-pin connector 

T3at 3-pin connéctor 

yee [ew Téaj__6-pin conneéter, behind rear bumper on left 
me T12f 12-pin connector 

T16e_16-pin connectar. 


0s 05 
‘swign 


05 
arr vilge gnige orige swige 


Gass Earth connection (6arking aid), in rear bumper wiring harness 


Positive connection (parking aid), in rear bumper wiring hamess 


05 05 0s 05 05 05 = 05 05 
Grr gnige = grt = ilge «= git, giige © grit, swige on 


= 
ni 


brown 


green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


29 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 16/ 5 


Reversing light switch, Parking aid control unit 


Jase en AG. Volk NAGg,.. F4 — Reversing light switch 
x Snek104 ABS control unit 
® J234,.. Airbag control unit 
erie Gee J393 Convenience system central control unit 
és 2 J446 Parking aid control unit 
J623._ Enginé-eontrol unit 
3 J879 Control unit for interactive system 
. M16 _ Left reversifig light bulb 
M17 Right reversing light bulb 
R_ Radio Z 
T2al_ 2-pin connector Z 
T5p 5-pin connector % 
T5q _5-pin connector 
2 T8f 8-pinconnector 
= T10d  10-pin connector 
: T16a_16-pin connector, orédiagnostic connection 
T16e 16-pin connector 
; 23a 23-pin connector 3 
Mis M17 R Jez. S434 208 = 46g T38a 38-pin connector 2 
W150 y Yrsea rsa froze BZ T75a_75-pin connector 
i in ; a’ isa A —~ g 
rot i (8336) Connection 2 (64), iA main wiring hamess 
1 | = 3 
1 t i (8625) Connection (K-didanosis wire), in main wiring hamess 
| i = Diagnostic conection 
02% 8610 = 10 03 «4035 °«035« 05 0B COS sO 
swibl sw sw vis live blgnbllws «(Sls bllus rive 
I 
| 
I 
f f 
I ‘ 
f 
I 
e 
ws = white 
sw = black 
ro red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ti purple 
vi purple 
ge = yellow 
o 4 6 6 7 2 4 5 St 2 8 St 8 56 or = orange 
TORT os pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 16/ 6 


Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


K 
G5 Rev. counter 
& Sat G21 Speedometer 
® ® J48 Heated rear window control relay 
I 225 J285 Control unit in dash panel insert 
J393 Convenience system central control unit 
®© ) K Dash panel insert 
7 K2 Alternator warning lamp 
R_ Radio 
We SC2_ Fuse 2 on fuse holder C 
SC6_ Fuse 6 on fuse holder C 
SB37 Fuse 37 on fuse holder B 


rsa ra Twa SB38_ Fuse 38 on fuse holder B 
T8f &-pin connector 
T9i  9-pin connector 

23a _23-pin connector 

32a _32-pin connector 


035 0.35 
ol oelsw (B277) Positive connection 1 (15a) in main wiring harness 
(8518) Connection (86s), in main wiring hamess 
10 05 05 08 25 
swirt gelsw gelsw galsw swige 
aa 
We ANS 
R J3a3 
D a 
sc2 SCs 
sa 20a 
ws white 
sw black 
ae ro red 
wit 3 hel 
br brown 
gn green 
bl blue 
or grey 
ii purple 
vi purple 
ge yellow 
e788 gp bt a2 «6 os fs 6 6 «8 7 or orange 
eee ial rs pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 16/ 7 


Control unit in dash panel insert, Dash panel insert 


kK J285 Control unit in dash panel insert 
J623 Engine control unit 
K Dash panel insert 
T16a_16-pin connector, on diagnostic connection 
eS T32a__32-pin connector 
( © \ (367 ) Earth connection 2, in main wiring harness 
| Earth point, on top end of steering column 
Earth point, under the centre console near gear stick 
32a Ta2a aa za YTaza 
iat fa 8 feaee (es 
can-H can 
Connection 1 (powertrain CAN bus, high), in main wiring hamess 
Connection 1 (powertrain CAN bus, low), in main wiring harness 
0.35 035 : ; : 
a one jagnostic connection 
0.35 
oxsw 
| tod 
628 623 it 
BO 
n 2 3 wf % 7% 7 7% 79 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 17/ 1 


System for lowering passenger side mirror 
From January 2011 


06.2012 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 17/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 

B Starter 

C  Altemator 

C1 Voltage regulator 

J623 Engine control unit 

$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 

Tak 2-pin connector 

T2ar 2-pin connector 


1) Earth strap, battery - body 


( 49 ) Earth point, near ... 


(507 ) Threaded connection (30), on battery fuse holder 


Ww = white 
Sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 

1 or orange 
rs pink 
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No. 17/ 3 


g 


0 
Jeo 


Current Flow Diagram 


2 


23 


24 


25 


26 


2 28 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Ignition/starter switch 
D___Ignition/starter switch 
£2 Tum signal switch 
J59__X-contact relief relay 
Téd 6-pin connector 
T8a__&-pin connector 
(8272) Positive connection (30), in main wiring hamess 
(8273) Positive connection (15), in main wiring hamess 
(8298) Positive connection 2 (30), in main wiring hamess 
(8300) Positive connection 4 (30), in main wiring hamess 
) Connection 1 (75), in main wiring harness 
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® Suran/SpaceFox/SportVan Current Flow Diagram No. 17/ 4 


Folding exterior mirror control unit 


351 J59__X-contact relief relay 
J351 Folding exterior mirror control unit 
® T18b  18-pin connector 
rian ‘Cran ‘Prim Trap Tap Ua T21a_21-pin connector 
fi 2 |e 14 5 7 / 


( 366 ) Earth connection 1, in main wiring harness 


(606 ) Earth point, under the centre console near gear stick 


(8317) Positive connection 3 (30a) in main wiring hamess 


29 20 at 


pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 17/ 5 


Reversing light switch, Folding exterior mirror control unit 


E368 Weapons box button 


— F4 Reversing light switch 
J351 Folding exterior mirror control unit 
an Tse ap, T2al 2-pin connector 


eo ps foe fos is7 T18b  18-pin connector 
% T21a_21-pin connector 
1 % = 
1 (8336) Connection 2 (54), in main wiring hamess 
| 
t 
en en ee 05 
sul vis Wisw wot 
I 
¢ I 
ia f 
ge [e=a) 
os 
ws = white 
to sw = black 
swit ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 4 4 4 4 4 4 5 St 8 8 5 8 88 or orange 
TET os pink 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 17/ 6 


Fuse 2 on fuse holder C, Fuse 11 on fuse holder C, Fuse 12 
on fuse holder C, Fuse 14 on fuse holder C 


SC12 


swibl 


87 


58 


69 


et 


cy 


6 


66 


67 


68 


E2 
J393 
sc2 
sci 
Sci2 
sci4 


(B278 


'B630) 


Tum signal switch 
Convenience system central control unit 
Fuse 2 on fuse holder C 

Fuse 11 on fuse holder C 

Fuse 12 on fuse holder C 

Fuse 14 on fuse holder C 


Positive connection 2 (15a) in main wiring harness 


Positive connection (left tift-signal bulb), in main wiring harness 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 17/ 7 


Fuse 27 on fuse holder B, Fuse 28 on fuse holder B, Fuse 
37 on fuse holder B, Fuse 39 on fuse holder B 


SB27 Fuse 27 on fuse holder B 
SB28 Fuse 28 on fuse holder B 
SB37_ Fuse 37 on fuse holder B 
SB39_ Fuse 39 on fuse holder B 
Z T16a_16-pin connector 


05 
1 (8299) Positive connection 3 (30), in main wiring hamess 
i= (8316) Positive connection 2 (30a) in main wiring hamess 

SB39 ~ 
f a = Diagnostic connection 
a 
is Mas 15 
coon ot 
eo 2 ws = white 
Hy sw = black 
ro = red 
rt red 
br = brown 
Ti6s gn = green 
Le bl blue 
: or = grey 
li purple 
vi = purple 
: ge = yellow 
n 2m 8 6 & wo 7 OT 0 of 82 68 Bf on osange 
TTT «= rs = pink 
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® Suran/SpaceFox/SportVan Current Flow Diagram No. 17/ 8 


Potentiometer for horizontal adjustment of front passenger 
side mirror, Front passenger side turn signal repeater bulb, 
Front passenger side mirror adjustment motor, Front 
passenger side mirror adjustment motor 


516 Potentiometer for horizontal adjustment of front passenger side 
L132 V25 G7 G56 = V150 mirror 
517 Potentiometer for vertical adjustment of front passenger side 
mirror 
L132. Front passenger side tum signal repeater bulb 
T5t _5-pin connector 


12a Wri2d T12d Wri2a Wri20 i sad Wize riz Blad 12 pin connector, 
B 2 ie nz 7 nt Ys 15 in T21a_ 21-pin connector 


T21b 21-pin connector 
25 Front passenger side mirror adjustment motor 
150 Front passenger side mirror adjustment motor 


(206 ) Earth connection, in front passenger door wiring harness 


0s 05 05 05 05 05 05.005 05 05 05 
br swgn br i Seta AC viws vi 


Earth connection 2, in drive side door wiring hamess 


ate pt am Earth connection 3, in main wiring harness 


Earth connection 5, in main wiring harness 


05 005s (606 ) Earth point, under the centre console near gear stick 


viol wl vilgn 


a1l0% 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 17/ 9 


Mirror adjustment changeover switch, Driver side turn signal 
repeater bulb, Driver side mirror adjustment motor 
List viz vise 


E48 Mirror adjustment changeover switch 
L131 Driver side tum signal repeater bulb 
| T5r 5-pin connector 

Se 


T5s 5-pin connector 
T10e 10-pin connector 


ee a T21a_21-pin connector 
V7 _ Driver side mirror adjustment motor 
V149 Driver side mirror adjustment motor 
05 0505 (R27) Connection (mirror adjustment), in driver door wiring harness 
‘d sul Woe 


5 05 05 5 
or shins vies vi abl 
a r. \. 2 jh he 
ee FS HH, 
Ti0e : 
05 405 «05S 05 0s 
br swiws visw wise visw grign 
ee ee ee ee eT ee 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 17/ 10 


Rev. counter, Speedometer, Control unit in dash panel 
K insert, Dash panel insert, Alternator warning lamp, Left turn 
signal warning lamp, Right turn signal warning lamp 


Gat Gs 
E2 Tum signal switch 
© © G5 Rev. counter 
I I G21 Speedometer 
( = J285 Control unit in dash panel insert 
J587 Selector lever sensors control unit 


K Dash panel insert 
Koz Kes Ke K2 — Altemator warming lamp 

K65 _Left tum signal warning lamp 
K94_ Right tum signal waming lamp 
T12a_12-pin connector 


i? is ie T21a 21-pin connector 
32a _32-pin connector 
S (8321) Positive connection 7 (30a) in main wiring hamess 
(6340) Connection 1 (68d), in main wiring hamess 
oes 0.36 = 
Sor tisw (8631) Positive connection (right turn signal bulb), in main wiring hamess 


1 10 
f arige —grige sw 
ws = white 
21a sw = black 
i % v ro red 
E2 J587 rt red 
05 br brown 
avign on geen 
bl blue 
or grey, 
l li piifple 
Vio purple 
= 8" = yellow 
rr eT ie, i cr, i ey i i or orange 
RTT os pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 18/ 1 


Dual headlight 
From January 2011 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 18/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 

B Starter 

C  Altemator 

C1 Voltage regulator 

J623 Engine control unit 

$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 

T2ak 2-pin connector 

T2ar 2-pin connector 


( 1 ) Earth strap, battery - body: 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ws white 
sw = ‘lack 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 2 4 or orange 
TART =I pink 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 18/ 3 


Ignition/starter switch 


D___Ignition/starter switch 
SC2_ Fuse 2 on fuse holder C 
T8a_8-pin connector 


(B272) Positive connection (30), in main wiring hamess 


16.0 = 
sw (8298) Positive connectior (29), in main wiring hamess 
(8346) Connection 1 (75), in main wiring hainess 
ws = white 
cas ris sw = black 
swit Swit swit ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
=) T= pup 
vi = purple 
ge = yellow 
6 6 7 8 0 20 mM 2 2m mM 8 2% D7 2 or orange 
TMA «= ors. = pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 18/ 4 


Light switch, Turn signal switch, Headlight dipper and 
flasher switch, Parking light switch, Horn plate, Horn 
activation contact ring 


E1 Light switch 
E2 Tum signal switch 
E4 Headlight dipper and flasher switch 
E19 Parking light switch 
H Hom plate 
H1 Hom or dual tone hom 
H23. Hom activation contact ring 
Tigh Single connector 
Tih Single connector 
12z 2-pin connector 
T12a_12-pin connector 


(678 ) Earth point, on steering wheel 


(B300) Positive connection 4 (30), in main wiring hamess 


H23 Connection (71a), in main wiring hamess 


| tio 
o 

(8 
N 


= Only models with multifunction steering wheel 
2 Only CROSS models 
“3. From October 2011 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn grean 
Ht H1 bl bite 
gr = grey 
li purple 
vi purple 
je = yellow 
a 0 8 2 8B 8 eT | OD or orange 
PoE rs pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 18/ 5 


Headlight main beam relay, Dipped beam relay 


J12 Headlight main beam relay 
J331 Dipped beam relay 
T9a_9-pin connector 

T9b 9-pin connector 

T10i 10-pin connector 


) Earth connection 1, in main wiring hamess 


) Earth point, under the centre console near gear stick 


) Connection 3 (56a), in main wiring hamess 


= From October 2011 
*2 Only CROSS models 


UOC 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 18/ 6 


Hazard warning light switch, Hazard warning light relay, 
Indicator lamp for hazard warning light 


E3 Hazard waming light switch 

J2— Hazard waming light relay 

K6 Indicator lamp for hazard warning light 
T8e  8-pin connector 

A % T91 9-pin connector 

T16a_16-pin connector 


25 
2 


{ 368 ) Earth connection 3, in main wiring harness 


z (606 ) Earth point, under the centre console near gear stick 


(B316) Positive connection 2 (30a) in main wiring harness 


(8728) Connection (49a), in main wiring hamess 


Diagnostic connection 


15 15 15 05 
swge  swon swws br 
i 


3 ws = white 
1 sw = black 
ro red 
rt red 
br brown 
T16a gn = green 
ue bl blue 
or grey 
7 li purple 
vi purple 
ge = yellow 
v7 8 8 6 of 2 68 & 6 6 of 6 6 7 or orange 
TTT rs pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 18/ 7 


X-contact relief relay, Left side light bulb, Right side light 
bulb, Front left turn signal bulb, Front right turn signal bulb, 
Left headlight dipped beam bulb, Left headlight main beam 
bulb, Right headlight dipped beam bulb, Right headlight 
main beam bulb 


J59__X-contact relief relay 
M1 Leftside light bulb 
M3 _ Right side light bulb 
M5 Front left tum signal bulb 
M7 Front right tum signal bulb 
M29 _Left headlight dipped beam bulb 
is oo 4s "ih 4s M30 _ Left headlight main beam bulb 
wsisw swon gat grit, «weit M31__ Right headlight dipped beam bulb 
M32__ Right headlight main beam bulb 
Téd 6-pin connector 
T10a_ 10-pin connector 
T10b 10-pin connector 
Jeo as = ({ 12 ) Earth Boint, on left in engine compartment 
5 he =e ~ 
(369 ) Earth connection 4, fh.main wiring harness 
(8275) Positive connection (87), if’main wiring hamess 
M30 S 
swige swt A 
100 105 
15 5 18 
swige or or 
= white § 
= black 3 
red 
red 
brown 
= green 
blue 
grey 
purple 
purple 
yellow 
n Rm 3 % 7% 76 7% 78H a 8 ah orange os 
PATA pinky 
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85 


286 


28 


1 


2 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Right tail light bulb, Left tail light bulb, Rear left turn signal 
bulb?Rear right turn’signal bulb, Left brake light bulb, Right 
~ brake light bulb, Left reversingJight bulb, Right reversing 


light bulb 
M2_— Right tail light bulb 
M4. Lefttail light bulb 
M6 Rear left tum signal bulb 
M8 Rear right tum signal bulb 
M9 Left brake light bulb 
M10 _ Right brake light bulb 
M16 Left reversing light bulb 
M17 _ Right reversing light bulb 
Tsp 5-pin connector 
T5q__5-pin connector 
( 21 ) Earth point, near fuel pump 
( 50 ) Earth point, on left in luggage compartment 
(372) Earth connection 7, in main wiring harness 
(B335) Connection 1 (54), in main wiring hamess 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 18/ 9 


Brake light switch, Reversing light switch, Brake pedal 
switch, Additional brake light bulb 


I I i F Brake light switch 
F4 Reversing light switch 


i i F47 Brake pedal switch 
J623_ Engine control unit 
M25 Additional brake light bulb 
B25 Fuse 25 on fuse holder B 
SB37_ Fuse 37 on fuse holder B 
oa wo SB38_ Fuse 38 on fuse holder B 
T2al 2-pin connector 
Bie EES ) T2du 2-pin connector 
Tam 4-pin connector 
U T5b 5-pin connector 
a7 eb Es 
( 50 ) Earth point, on left in luggage compartment 
( 98 ) Earth connection, in rear lid wiring hamess 
(8273), Positive connection (15), in main wiring harness 
10 15 = 
sail samnl (B277) Positive connection 1 (15a) in main wiring hamess 
(8335) Connection 1 (54), in main wiring hamess 
'B336) “Connection 2 (54), in main wiring harness 
T2al - 
A? 
Poa Fs 
y ial 
it 
10 
sw 
ws 
sw 
ro 
it 
br 
gn 
bl 
or 
li 
vi 
ge 
Ee ne en or 
TTT = s. 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 18/ 10 


Fuse 34 onfuse holder,B,Fuse 35 on fuse holder B, Fuse 
360n fuse holder B, Fuse 40 6n-fuse holder B, Fuse 46 on 
>fuse holder B, Fuse 47 on fuse holdér,B 


—] 
° 
° 


a $B31 Fuse 31 on fuse holder B 


25 5250 18 
ws ws WS arige : B35 Fuse 35 on fuse holder B 
l s SB36_ Fuse 36 on fuse holder B 


SB40 Fuse 40 on fuse holder B 
SB46 Fuse 46 on fuse holder B 
SB47 Fuse 47 on fuse holder B S 


1" 
fF 
2 
a 


O 2 
I q (B273) Positive connection (15), in main wiring hamess 3 


Laan 
# 
we 

& 
‘ 
@ 

8 
a4 


a (B456) Connection (56b), in main wiring hamess 


) Positive connection (68R), in main wiring hamess 


) Connection (56a), in main wiring hamess 


Positive connection (68), in main wiring hamess 


=_ eC 
oss = = 
meee 
e 
== = = om me 
& 
ee 
Q\(Q\Q°\ 
IACI ACY, 


15 5 15 15 11040 
swivs vsisw selsw gelt crit grit git 
1 
1 | , $ 
1 1 
1 X 
1 q 7 
1 i 
A ‘ 
aad fe] 
ws = white 
sw = black 
ro red 
mt red 
br brown 
gn = green 
bl blue 
or grey 
fi purple 
vi = purple 
ge yellow 
nome) oS) eT’ oe tosange 
eT rs = pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 18/ 11 


: Speedometer, Control unit in dash panel insert, Dash panel 
ae) . insert, Main beam warning lamp 


Ga Bay G21 Speedometer 
J285 Control unit in dash panel insert 
® K Dash panel insert 
KI Main beam waming lamp 
) B43. Fuse 43 on fuse holder B 


SB48_ Fuse 48 on fuse holder B 
T3c 3-pin connector 
32a _32-pin connector 

4 US 12 V socket 


3, (B274) Positive connection (58L), in main wiring hamess 


1328 28 a 
137 = 
(8642) Positive connection (68), in main wiring hamess 
(B643) Connection 2 (56a), in main wiring hamess 
Ae Ae Positive connection 2 (58), in main wiring hamess 
sw arign ~ 


8 yy vooe™ 
orig 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
Pe ee ec or orange 
ROT os pink 
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Kes ke Kos 
3a Ta \yis28 32a 
it oan 0 lie 

0% 15 010 «10 1.0 75 10 

swiws swiws swws  sudws o swign Swon —swign 

swiws swon 
“i 42814 STDS HR 18 
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white 
black 
red 
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purple 
yellow 
orange 
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Rev. counter, Control unit in dash panel insert, Dash panel 
insert, Alternator warning lamp, Left turn signal warning 
lamp, Right turn signal warning lamp 


GS 
J285, 
K 
K2 
K65 
K94 
T32a 


Rev. counter 

Control unit in dash panel insert 
Dash panel insert 

Altermator warning lamp 

Left tum signal warning lamp 
Right tum signal waming lamp 
32-pin connector 


Positive connection (left tum signal bulb), in main wiring hamess 


Positive connection (right tum signal bulb), in main wiring hamess 
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1.61 engine , CCRA 
From April 2012 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 19/ 2 


Battery, Starter, Alternator, Voltage regulator, Fuse 1 (30), 
in battery fuse holder 


A Battery 
a B Starter 
C  Altemator 
C1 Voltage regulator 
o. Se $162 Fuse 1 (30), in battery fuse holder 
sw Ni $163 Fuse 2 (30), in battery fuse holder 


$164 Fuse 3 (30), in battery fuse holder 
S268 Fuse 10 (30), in battery fuse holder 
$269 Fuse 11 (30), in battery fuse holder 

T1j Single connector 
Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 


[Sse S268 
( 1) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


Only models with automated manual gearbox 
2 Only models with air conditioning system 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
un 2) 6B OM or orange 
TUT rs pink 
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Ignition/starter switch, Terminal 15 relief relay 


D___Ignition/starter switch 

J53_— Starter motor relay 

90 J217 Automatic gearbox control unit 

- J393 Convenience system central control unit 
J404 Terminal 15 relief relay 


R_ Radio 
SC2_ Fuse 2 on fuse holder C 
05 08.0 bas SC9_ Fuse 9 on fuse holder C 
gelsw gels gelsw ‘s,T6am_ 6-pin connector 


E8f & pin connector 
T9e, 9-pin connector 
T9s “39-pin connector 

23a 23-pin connector 

T80b 80%pin connector 


1234 rie 
we Positize connection (30), in main wiring hamess 
J393 
Positivesconnection 2 (30), in main wiring hamess 
: Connecti 1 (75), in main wiring harness 
18 — 
sw = 5 
(B518) Connection (86s), in main wiring hamess 
: (8626) Positive:connection 2 (15), in main wiring hamess 
- s 
= Only models with automated manual gearbox 
C2 |SCo 
a “tA 
Y 2a ‘ob 
18 
ft 
white 
black 
red 
red 
brown 
green 
Te0p 
Mis blue 
J217 oy, 
‘ purple 
purple 
yellow 
6 6 7 8 0 20 m 2 2 m 8 2% WF 2 orange 
OMT rs pink 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 19/ 4 


Fuse 26 on fuse holder B, Fuse 30 on fuse holder B, Fuse 
37 on fuse holder B, Fuse 38 on fuse holder B, Fuse 40 on 
fuse holder B, Fuse 42 on fuse holder B 


038 © 038 
swirt — switt 


29 


20 


at 


32 


36 


a7 


38 


40 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


F4 
J53 
J234 
J301 
J339 
J695 
SB26 
SB30 
SB37 
SB38 
SB40 
SB42 
T2al 
T8d 
T90 
Top 
T9q 
TioF 
Ti4a 
T75a 


(B273) 


(L76 


2 


Reversing light switch 

Startér-motor relay 

Airbag cofitzol unit 

Air conditioning system control unit 

X contact relieftelay 2 

Starter motor relay.2 

Fuse 26 on fuse hoféer B 

Fuse 30 on fuse holdé¢ B 

Fuse 37 on fuse holder-B 

Fuse 38 on fuse holder & 

Fuse 40 on fuse holder B: 

Fuse 42 on fuse holder B 

2-pin connector 

&-pin connector, behind dash panel, centre 
9-pin connector 

9-pin connector 

9-pin connector 

10-pin connector 

14-pin connector, on left in €ngine compartment 
75-pin connector 


Positive connection (15), if main wiring hamess 


Connection (87), in airconditioning system wiring harness 


Only models with aif conditioning system 
Only models withsautomated manual gearbox 
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Fuse 27 on fuse holder B, Fuse 28 on fuse holder B, Fuse 
33 on fuse holder B, Fuse 34 on fuse holder B, Fuse 44 on 
fuse holder B, Fuse 45 on fuse holder B 


SB27 Fuse 27 on fuse holder B 
SB28 Fuse 28 on fuse holder B 
SB33 Fuse 33 on fuse holder B 
SB34 Fuse 34 on fuse holder B 
SB44 Fuse 44 on fuse holder B 
SB45 Fuse 45 on fuse holder B 


T16a_16-pin connector 
‘T16a oi 
| k 16 | (8299) Positive connection 3 (30), in main wiring hamess 
7b 8b = 


==] 
5m] 
—_—i 


a 

Be 
Bo 
pas 


a 
aa 


440 Re ae 
i T T (8316) Positive connection 2 (30a) in main wiring hamess 
( ie [ee 34 Ise” ISB28 ~ 
sa SB a 2B 2 - 
| | i (8350) Positive connection 1 (87a) in main wiring hamess 
Wasa Wasa ‘a W273: nea = 
i } j (8634) Positive connection 2 (87), in main wiring hamess 
s t = Diagnostic connection 
q 1 *2 Only models with air conditioning system 
1 I i 
| 1 1 
» 1 
! 
1 i i 
i 1 1 
40 15 is 
5 tw ws ws 
q [ 
t 
I 
I I 
J J ws = white 
4 j sw = black 
Z, ro = red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ti purple 
vi purple 
ge = yellow 
oe 4 6 6 7 8 4 5 St 2 8 S 8 56 or = orange 
TET ors pink 


12.2012 


No. 19/ 6 


Lambda probe, Lambda probe after catalytic converter, 
Engine control unit 


@ Suran/SpaceFox/SportVan 


Current Flow Diagram 


G39 
G130 


T4q 
Td 
"PAOF 


Lambda probe 
Lambda probe after catalytic converter 


4-pin connector 
8-pin connector, behind dash panel, centre 
10-pin connector 


u J217 Automatic gearbox control unit 
J301 Air conditioning system control unit 
J623_ Engine control unit 
T4ah 4-pin connector 
T804*80-pin connector 
T80b 86%pin connector 
& ay 


0.35 0.35 035 035 «(05g 1.0 (8729) Connection 1 (50), in main wiring harness 
bisw —offbr or on visw riisw A 
= Only model$with air conditioning system 
*2 Only models With automated manual gearbox 
T4q | Altaq iT4an 3s 
x x 3 
Gas Gis0 z 
Taq brag san brsan red 
2 
15 6, 10 25 
burt anisy risw —rtisw 
riot “tao 
Av F ws = white 
‘ sw black « 
Jz01 J2195 a Re 
2 49D, 
Rayo), 1 red 
br brown 
gn green 
bl blue 
gr grey 
li purple 
vi purple 
ge yellow 
87 58 59 60 et cA 6 6 6 6 7 68 6 70 or orange 
poe rs pink 
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Ambient temperature sensor, Accelerator position sender, 
Accelerator position sender 2, Engine control unit, Fuel 


Wreoa reo 
3 ie 


ter ter 
is 2 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Gi7 
G79 
Gi85 
J217 
J623 
J879 
T2ag 
T2dv 
Ter 
Tod 
Ti4a 
T80a 
T80b 
263 
(12 ) 


(379 ) 


2 


) pump for cold start 


Ambient temperature sensor 
Accelerator position sender 
Accelerator position sender 2 
Automatic gearbox control unit 
Engine control unit 

Control unit for interactive system 
2-pin connector 

2-pin connector 

6-pin connector 

10-pin connector 

14-pin connector, on left in engine compartment 
80-pin connector 

80-pin connector 

Fuel pump for cold start 


Earth point, on left in engine compartment 


Earth connection 14, in main wiring hamess 


For models with interactive system 
Only models with automated manual gearbox 
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Fresh air blower and radiator fan relay, Engine control unit 


Soa J209_ Fresh air blower and radiator fan relay 
) J623 Engine control unit 


T9c 9-pin connector 
Vre0s Vrzoa Wreoa Ta0a_80-pin connector 
22 frame (a ; 

gen AG. Volks(8315) Positive connection 1 (30a) in main wiring hamess 


(8320) Positive connettien 6 (30a) in main wiring hamess 


= Only models with aut6mated manual gearbox 
$ 72. Only models with no air conditioning system 
> *3 Only models with air conditfaning system 


sw rtisw PS 


85 86 er 
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Cold start device relay, Radiator fan 2nd speed relay, 
Engine control unit, Cold start valve, Activated charcoal filter 
solenoid valve 1 


5 5 7 J41 Cold start device relay 
B02 fa (Taos J101 Radiator fan 2nd speed relay 
kswagen 623 Engine control unit 
° NitZ., Cold start valve 
‘ N80 ‘Abtivated charcoal filter solenoid valve 1 
T2ac 2-pin’Gopnector 


5 05 3 T2ae 2-pin connector 
ore oige T9d 9-pin connector, 
; T9e  9-pin connector: 
g T14a_14-pin connector, Gp left in engine compartment 
T80a_80-pin connector 
pita é (8322) Positive connection 8 (30a) in main wiring hamess 
(8353) Positive connection 4 (87ain main wiring hamess 
* Only models with air conditigning system 
10 1s 0.35 
br bilge vwiign 
T2ae |, ac ® 


3 Neo 


rae 1 


1 % 
foe ih st 
Wo, = white 4 

sw “= black 

i DA ro red 

risw bige bilge Hi fed! 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

9 © 100 101,000 108 wo 10 tT 112 or orange 

OE os pink 
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Brake light switch, Clutch pedal switch, Brake pedal switch, 
Fuel pump relay, Engine control unit 


Current Flow Diagram 


0.36 
buon 


0.35 
biws 


0.38 
buws 


biws 


0.38 
aris 


T16e 
wi2 


Saas 


Jo17 


8 


Tc a i 2 a) 


126 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


F 
F36 
Fa7 
G65 
J17 
J104 
J217 
J234 
J365 
J393 
J446 
J623 
3) 
TAI 
Tam 
T9q 
T9j 
Tiéa 
Ti6e 
123a 
T38a 
T75a 
T80a 
T80b 


(B277) 
{B335) 


(B625) 


“2 
3 


Brake light switch 
Clutch pedal switch 

Brake pedal switch 

High-pressure sender 

Fuel pump relay 

ABS control unit 

Automatic gearbox control unit 

Airbag control unit 

Air conditioning system switch-off relay 
Convenience system central control unit 
Parking aid control unit 

Engine control unit 

3-pin connector 

4-pin connector 

4-pin connector 

9-pin connector 

9-pin connector 

16-pin connector 

16-pin connector 

23-pin connector 

38-pin connector 

75-pin connector 

80-pin connector 

80-pin connector 


Positive connection 1 (15a) in main wiring harness 


Connection 1 (64), in main wiring harness 


Connection (K-diagnosis wire), in main wiring hamess 


Only models with air conditioning system 
Diagnostic connection 
Only models with automated manual gearbox 
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Engine control unit, Radiator fan series resistor, Radiator 


fan 
Je23 
( © ) J104 ABS control unit 
J217 Automatic gearbox control unit 
Veo Veo J234 Airbag control unit 
Earn 2 J623 Engine control unit 


N39__ Radiator fan series resistor 
T2de 2-pin connector 

T2df 2-pin connector 

T3ae 3-pin connector 
738a_38-pin connector 
T7Sa_75-pin connector 
T80a_80-pin connector 

T80b 80-pin connector 

V7 Radiator fan 


(378 ) Earth connection 13, in main wiring hamess 


Earth point 1, on front of left longitudinal member 


08s 026 025 
orisw risw ofr ctor 
Connection 1 (powertrain CAN bus, high), in main wiring hamess 
Connection 1 (powertrain CAN bus, low), in main wiring harness 
= Only models with no air conditioning system 
2 Only models with air conditioning system 
08 03s 035 FE: 
ia: ons ie 3. Only models with automated manual gearbox 
75a T38a 
ua 
J234 J104 
% ws = white 
sw = black 
ro red 
rt red 
zs br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
Pe or orange 
mo os pink 


12.2012 
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Engine speed sender, Throttle valve drive for electric 
throttle, Throttle valve drive angle sender 1 for electric 
Jes throttle, Throttle valve drive angle sender 2 for electric 


® throttle, Starter motor relay, Engine control unit 


Ves, Con Vom fou Van Pm Fos Pou pa 


@ Suran/SpaceFox/SportVan 


Current Flow Diagram 


v 80a v ‘80a v 80a v e0a 


167 53 55 Ly Engine speed sender 


G65 
G186 
G187 
G188 

J53 
J365, 
J623 


High-pressure sender 
Throttle valve drive for electric throttle 

Throttle valve drive angle sender 1 for electric throttle 
Throttle valve drive angle sender 2 for electric throttle 
Starter motor relay 

Air conditioning system switch-off relay 

Engine control unit 


05 05 05 05 
br or vit or 


05 05 1.0 05 05 05 05 
or ge ws bisw geri wsisw 


Starter motor relay 2 
3-pin connector 

3-pin connector 

6-pin connector 

9-pin connector 

9-pin connector 

9-pin connector 

14-pin connector, on left in engine compartment 
80-pin connector 


) Connection 1, in injection system wiring hamess 


aa = Only models with air conditioning system 
é -2 Only models with automated manual gearbox 
reo reo to te te | to 
a fis Ed 
&s (Fe 
Ges Gis7 Gree 
2 ws = white 
2 sw = black 
ro = red 
é rt red 
br = brown 
3 gn = green 
. ol blue 
gr = grey 
4% Ko ii purple 
js vi purple 
= es ge = yellow 
141 142 143 144 4145 45 147 ae 149 7) 451 182 153 1584 or orange 
Terma = rs_ = pink 
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Speedometer sender, Engine control unit, Ignition 
transformer, Spark plug connector, Spark plugs 


G22 Speedometer sender 
J104 ABS control unit 
J393_ Convenience system central control unit 
J623_ Engine control unit 
N152_ Ignition transformer 
P Spark plug connector 
Q Spark plugs 
T3i 3-pin connector 
T4a 4-pin connector 
T14a_ 14-pin connector, on left in engine compartment 
23a 23-pin connector 
T7Sa_75-pin connector 
T80a_80-pin connector 


(340) Earth connection 2, in injection system wiring hamess 
Ke (B464) Connection (speed signal), in main wiring hamess 
ta 
hi 
T T Nise ne S 
05 035 8 
sw (Ne 
P P e | white 
Q Q Q black 
red 
f € red 
0.35 0.35 0.35 brown 
biws be _liws Geen 
f et blue 
i7ea ft2sa_ qt) grey 
oe Wid purple 
1104009383 purple 
yellow 
ee er ey 16eetSSCSSCSC«CT:«C«C ean 
aa saeal pink 
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Coolant temperature sender, Engine control unit, Injector, 
cylinder 1, Injector, cylinder 2, Injector, cylinder 3, Injector, 


( Biss ) cylinder 4 


G62 


179 


vilor 


59 


bus 


bus 


buws 


ada J623 
N30 
N31 
N32 
N33 
T2cq 
T2e 


brig Z 
far 


169 © 170 


m 


176 


178 


Coolant temperature sender 
Engine control unit 

Injector, cylinder 1 

Injector, cylinder 2 

Injector, cylinder 3 

Injector, cylinder 4 

2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

14-pin connector, on left in engine compartment 
80-pin connector 


Positive connection 2 (87a) in main wiring hamess 
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Wrac Vraca W208 W203 
) 
i O a0 
TL] eG 
er 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Hall sender, Intake air temperature sender, Knock sensor 1, 
Intake manifold pressure sender, Engine control unit 


G40 
G42 
G61 
G71 
J623 
T2i 
T3n 
T4e 
T80a 


(331 


(E57 


Hall sender 
Intake air temperature sender 
Knock sensor 1 

Intake manifold pressure sender 
Engine control unit 

2-pin connector 

3-pin connector 

4-pin connector 

80-pin connector 


Earth connection, in injection system wiring hamess 


Connection 2, in injection system wiring hamess 
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Fuel gauge sender, Fuel system pressurisation pump, X- 
contact relief relay 


G Fuel gauge sender 
G6 Fuel system pressurisation pump 
J59  X-contact relief relay 

J339_X contact relief relay 2 
T4j 4-pin connector 
Téd 6-pin connector 


6028 T9q 9-pin connector 
swige  swige as 


05 
ol 


( 21 ) Earth point, near fuel pump 


Earth point, on left in luggage compartment 


Earth connection 1, in main wiring harness 


Earth connection 7, in main wiring hamess 
(606) Earth point, under the centre console near gear stick 


) Positive connection (87), in main wiring hamess 


(B300) Positive connection 4 (30), in main wiring hamess 


Only models with automated manual gearbox 


ws = white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

vi purple 

ge = yellow 

197198 199-2002 OCC GCN or orange 
OT os pink 
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Handbrake warning switch, Brake fluid level warning contact 


@) FQ Handbrake waming switch 

F34 Brake fluid level waming contact 
G65_ High-pressure sender 
J217 Automatic gearbox control unit 
T2ai 2-pin connector 
T2v 2-pin connector 
73) pin connector 


ae oS ae Ti6a_16-pin connector 
bait rit brit T80b 80-pin connector 
é 367 ) Earth connection 2, in main wiring hamess 
231 moe é 377 ) Earth connection 12, in main wiring harness 
r nee yee 
Fas Ey ae (605 ) Earth point, on top end of steering column 


AG. Volkswagen a/ 


606 ),, Earth point, under the centre console near gear stick 


or 


0.35 *  Diagfastic connection 
= *2 Only models with air conditioning system 
“3. Only models‘with automated manual gearbox 
40 
or 


a 28a 218 
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Oil pressure switch, Control unit in dash panel insert, Dash 
panel insert, Alternator warning lamp, Oil pressure warning 
lamp, Reserve fuel warning lamp, Brake system warning 
lamp, Malfunction warning lamp, Electronic power control 
fault lamp 


Kes Kis Ki21 F22 Oil pressure switch 
285 J285 Control unit in dash panél insert 
© ) K Dash panel insert 
K2 Altemator warming lamp = 
| K3 Oil pressure warning lamp & 


— 


K43__ Coolant temperature warning lamp (too cold) 
Kis Kiie K105. Reserve fuel warning lamp © 


K118_ Brake system warming lamp 


a ‘32a 9a 30a K121 Malfunction warminglamp 8 
| 23 7G 10 K132 Electronic power control fault amp 


Ta _ Single connector E 
T14a_14-pin connector, on left in engine compartment 
5 32a 32-pin connector 


035 (035 0:35 0.35 0.35 0.35 
oo gnsw br brisw sw % birt 


T14a | 
i Bia 98) i pot 


ws 
Fo2 aw 
to 
rt 
br 
gn 
bl 
or 
fi 
vi 
ge 
229 


2300231282288 BOCK 28H 288 or 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


225-228 208 
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K 
Gi Gai Gs 
5 x) © 
{ 1285 ) 
328 32a aa 2a 
iat (20 136 
can can 
08 028 098 0.298 0.25 
orisw Del orfor geisw ows 3 
ws = white 
sw = black 
ro red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ii purple 
vi purple 
ge = yellow 
230 2802412288224 280 251 ER or = orange 
oT os pink 


Gi 
G3 
GS 
G21 


Fuel gauge, Coolant temperature gauge, Rev. counter, 
Speedometer, Control unit in dash panel insert, Dash panel 
insert 


Fuel gauge 

Coolant temperature gauge 

Rev. counter 

Speedometer 

Control unit in dash panel insert 

Air conditioning system control unit 

Dash panel insert 

8-pin connector, behind dash panel, centre 
10-pin connector 

32-pin connector 


) Positive connection 7 (30a) in main wiring hamess 


Only models with air conditioning system 
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1.61 petrol engine , CFZA 
From April 2012 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
a OE Cc Altemator 
C1 Voltage regulator 
$162 Fuse 1 (30), in battery fuse holder 
2 S163 Fuse 2 (30), in battery fuse holder 
pret Ee $164 Fuse 3 (30), in battery fuse holder 
S268 Fuse 10 (30), in battery fuse holder 
| | 


S269 Fuse 11 (30), in battery fuse holder 

T1j Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


be ie ( 1.) Earth strap, battery - body 
ta URE _ 


( 49 ) Earth point, near ..., near battery 


(507 ) Thréaded connection (30), on battery fuse holder 


Only model& with air conditioning system 
2 Only models With automated manual gearbox 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
un 2) BO ‘oF orange 
TIT ts pink 
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Ignition/starter switch, Terminal 15 relief relay 


D___Ignition/starter switch 
J53__ Starter motor relay 

J217 Automatic gearbox control unit 

J393 Convenience system central control unit 
J404 Terminal 15 relief relay 

R_ Radio 

SC2_ Fuse 2 on fuse holder C 

SC9 Fuse 9 on fuse holder C 
Téam_ 6-pin connector 

T8f &pin connector 

T90 9-pin connector 

T9s 9-pin connector 

723a 23-pin connector 

T80b 80-pin connector 


160 60 60 60 


(B272) Positive connection (30), in main wiring hamess 
{B298) Positive consection 2 (30), in main wiring hamess 


(8518) Connection (86s), in main wiring hamess 


'B626) Positive connection 2 (15), in Fain wiring hamess 


Only models with automated mafigal gearbox 


ws = white 

sw = black 

To red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

yi purple 

g8o4z_ yellow 
6 6 7 8 0 20 mM 2 2 4 8 2% WF 2 or 2 “range 

TTT Ts pink 
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Fuse 26 on fuse holder B, Fuse 30 on fuse holder B, Fuse 
37 on fuse holder B, Fuse 38 on fuse holder B, Fuse 40 on 
fuse holder B, Fuse 42 on fuse holder B 


038 0.35 
misw risw 


29 


20 


at 


32 


36 


a7 


38 


39 


40 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


F4 
J53 
J234 
430 
1339 
J695 
SB26 
SB30 
SB37 
SB38 
SB40 
SB42 
T2al 
T8d 
T90 
Top 


Reversing light switch 
Starter motor relay 

Airbag control unit 

Air conditioning system control unit 

X contact relief relay 2 

Staiter motor relay 2 

Fuse 26:on fuse holder B 

Fuse 30 offuse holder B 

Fuse 37 on flise holder B 

Fuse 38 on fuse*holder B 

Fuse 40 on fuse hglder B 

Fuse 42 on fuse holder B 

2-pin connector 

8-pin connector, behind:dash panel, centre 
@-pin connector 

@-pin connector 

@-pin connector 

10-pin connector 

75-pin connector 


Positive connection (15), if main wiring hamess 


Connection (87), in air cofititioning system wiring harness 


Only models with air conditioning system 
Only models with automated manual gearbox 
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Fuse 27 on fuse holder B, Fuse 28 on fuse holder B, Fuse 
33 on fuse holder B, Fuse 34 on fuse holder B, Fuse 44 on 
| fuse holder B, Fuse 45 on fuse holder B 
2 


SB27 Fuse 27 on fuse holder B 
SB28 Fuse 28 on fuse holder B 
SB33 Fuse 33 on fuse holder B 


1 1 18 5 1515 SB34_ Fuse 34 on fuse holder B 
biws birt, = lit, ot ows bige ttige rte sw SB44_ Fuse 44 on fuse holder B 
SB45_ Fuse 45 on fuse holder B 
T16a_16-pin connector 
‘T16a = 
us 7 (8299) Positive connection 3 (30), in main wiring hamess 
ib 7b eb g ~ 
T (8316) Positive connection 2 (30a) in main wiring hamess 
[BP B28 =a 
aE Re 
if (8350) Positive connection 1 (87a) in main wiring hamess 
: us 


Positive connection 2 (87), in main wiring hamess 


Diagnostic connection 
Only models with air conditioning system 


~_ 
se 8 
= > 
sD 8 
le et el 
bos) a 
8 
a 
a 
® 


eo 
— a | 
g 
— 
s F 
3 (BY 
aaa, SS 


I 


40 
riws 


rw 


ee es Se a 


Ce ee 
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Lambda probe, Lambda probe after catalytic converter, 


Engine control unit 
Je23 


a) G39 Lambda probe 
130 Lambda probe after catalytic converter 
Yrecs Yreva a Y= y1202 yre08 Vra03 J217 Automatic gearbox control unit 
i 20 ae sr 28 J623_ Engine control unit 
| T4ah 4-pin connector 
I T4q 4-pin connector 
T80a_80-pin connector 
I T80b 80-pin connector 
1 : (8729) Connection 1 (50), in main wiring hamess 
035 860.35 035 © (035 036  YGws nA, 
brisw ofr ois Br on =~ Only modetswith automated manual gearbox 
T4q T4q plan T4ah 
x G39 x G130 = 
4q T4q nae jT4ah 
18 
burt burt rtisw rsw 
he white 
black 
J217 red 
red 
brown 
green 
bidep,, 
grey d 
purple 
purple 
yellow 
7 8 8 6 oe 2 68 & 6 6 of 6&8 6 70 orange 
RTT pink 
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5 oki Ambient temperature sensor, Accelerator position sender, 
AG. Volkswagen 4. a a t 
as wagen AG does Accelerator position sender 2, Engine control unit 


G17 Ambient temperature sensor 

G79 Accelerator position sender 
G185 Accelerator position sender 2 
J217 Automatic gearbox control unit 
J623 Engine control unit 

J879 Control unit for interactive system 
T2dv 2-pin connector 

Téef 6-pin connector 
T10d 10-pin connector 
T14a_14-pin connector, on left in engine compartment 
T80a_80-pin connector 
T80b 80-pin connector 


oa Wyreda Wreoa Wreoa preva 
is) a lies" Ye 


80a 
18 


Earth point, on left in engine compartment 


) Earth connection 14, in main wiring hamess 


For models with interactive system 
2 Only models with automated manual gearbox 
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Gres G7 


25 
br 


25 «60 
br br 


05 
br 
T3800 a 
n 1 
7 rida 
J2r7 Gv 
ea | 
8 
ws white 
5 


a oH sw = black 
ve or ro red 
rt red 
br brown 
ae gn = green 
ne bl blue 
Je7o i oy, 
@ li purple 
vi purple 
ge = yellow 
m 2 8 % 6 38 7 7% 72 OO 8 8 88 & or orange 
IMT os pink 


12.2012 


® Suran/SpaceFox/SportVan Current Flow Diagram 


No. 20/ 8 


Engine control unit, Radiator fan series resistor, Radiator 


fan 


( a) ) J104 
J217 

Vre0 Yeo J234 
34 a2 4623 
N39 

T2de 

T2at 

T3ae 

38a 

T75a 

24 80a 

Brie J217 


‘80D 4 ‘80D 
a Yes 


0.35 035 (0.35 
orisw orsw oor 


035 «4035 «40035 «= (0.35 
orsw orsw —orisw —onfor 


76a t3ea ke 
WTS NIA ANTS 


J234Jt0a Jae 


ABS control unit 
Automatic gearbox control unit 
Airbag control unit 

Engine control unit 

Radiator fan series resistor 
2-pin connector 

2-pin connector 

3-pin connector 

38-pin connector 

75-pin connector 

80-pin connector 

80-pin connector 

Radiator fan 


Jolfarth connection 13, in main wiring hamess 


Earth point 1, en front of left longitudinal member 


Connection 1 (powertrain CAN bus, high), in main wiring hamess 


Connection 1 (powertrain CAN bus, low), in main wiring harness 


Only models with no air condifioning system 
Only models with air conditioning system 
Only models with automated manual gearbox 
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Radiator fan 2nd speed relay, Engine control unit, Activated 
charcoal filter solenoid valve 1 


G65_ High-pressure sender 
J53. Starter motor relay 


Wreos “Yreca Wreos Praca J101 Radiator fan 2nd speed relay 
ene ee no J217 Automatic gearbox control unit 


J365 Air conditioning system switch-off relay 

1 J623 Engine control unit 

1 J695 Starter moisPréiayrzen 4 
N80\“Activated charcoal filter solendittvalve 

4 28T2ae 2-pin connector @ 

1 13} 3-pin connector 

T9d  9-pin connector 


& e & & fF o T9q _9-pin connector 
oe a ee d T90 _9-pin connector 
y R T9p_ 9-pin connector 
T14a_14-pin connector, on left in engine compartment 
\ : T80a_80-pin connector 
s T80b 80-pin connector 
tl : pai 
\ z (8322) Positive connection 8 (30a) in main wiring hamess 
T90 we ke ke = Only models with air conditioning system 
we hee wee Nee 2 Only models with automated manual gearbox 5 
J53 n4 G65 J365 J217 g 
2 > . 2 
05 
or & 
|. 
Ne 
J695 ) 
- i 
ws 
sw © 
To 7" - 
rt 4 
br 
gn 
bl 
or 
ii 
vi 
ge 
En ee or 
IE os 
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Brake light switch, Clutch pedal switch, Brake pedal switch, 
Fuel pump relay, Engine control unit 


Current Flow Diagram 


u TB0a 
123 


bign 


123 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


F 
F36 
F47 
G65 
J17 
J104 
J217 
J234 
J365 
J393 
J446 
J623 
3) 
Tal 
Tam 
T9q 
T9j 
Tiéa 
Ti6e 
123a 
T38a 
T75a 
T80a 
T80b 


(B277) 
{B335) 


(B625) 


“2 
3 


Brake light switch 
Clutch pedal switch 

Brake pedal switch 

High-pressure sender 

Fuel pump relay 

ABS control unit 

Automatic gearbox control unit 

Airbag control unit 

Air conditioning system switch-off relay 
Convenience system central control unit 
Parking aid control unit 

Engine control unit 

3-pin connector 

4-pin connector 

4-pin connector 

9-pin connector 

9-pin connector 

16-pin connector 

16-pin connector 

23-pin connector 

38-pin connector 

75-pin connector 

80-pin connector 

80-pin connector 


Positive connection 1 (15a) in main wiring harness 


Connection 1 (64), in main wiring harness 


Connection (K-diagnosis wire), in main wiring hamess 


Only models with air conditioning system 
Diagnostic connection 
Only models with automated manual gearbox 
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Fresh air blower and radiator fan relay, Engine control unit 


J209 Fresh air blower and radiator fan relay 
) J623 Engine control unit 


T9c 9-pin connector 
803 y7203 Vr20a T80a_80-pin connector 


5 27 si 
(B315) Positive connection 1 (30a) in main wiring harness 


(B320) Positive connection 6 (30a) in main wiring harness 


Only models with automated manual gearbox 
2 Only models with air conditioning system 


10 Py, 1.0 
ttisw aisw 
J209 

40 

ttisw 
ws = white 
g sw = black 
ro red 
rt red 
br brown 
gn = green 
: bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
Pe ee or orange 
MT os pink 
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Engine speed sender, Throttle valve drive for electric 
throttle, Throttle valve drive angle sender 1 for electric 


throttle, Throttle valve drive angle sender 2 for electric 
( ) throttle, Engine control unit 
u u u u u uU uU uU 
10a rea Te 7 
fcr ass foe Es a Frome (ame (Hae G28 Engine speed sender 
G186_ Throttle valve drive for electric throttle 
G187 Throttle valve drive angle sender 1 for electric throttle 
188 Throttle valve drive angle sender 2 for electric throttle 
t J301 Air conditioning system control unit 
Sul J623 Engine control unit 
05 (05 0g 05 05 035%, 1.0 T3a_3-pin connector 
or or e Ws wisw vgn “Cblsw Téb 6-pin connector 
? | dp, T8d__8-pin connector, behind dash panel, centre 
T1Of 10-pin connector 
: T80a_80-pin connector 
(E56) Connection 1, in injection system wiring hamess 
: * Only models with air conditioning system 
red 
A 
08 
onisw 
tes rep fftco reo tee | |Te0 
ve a 3S abe 
0 
Jsot 
Gree Grer Gr86 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn green 
bl blue 
or grey 
li purple 
vi purple 
ge yellow 
10 4201438 14k BAT 11182183184 or orange 
TTT rs pink 
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Speedometer sender, Engine control unit, Ignition 
transformer, Spark plug connector, Spark plugs 


G22 Speedometer sender 
3) J104 ABS control unit 
Vrsoa W203 J393 Convenience system central control unit 
‘sr im J623_ Engine control unit 


N152_ Ignition transformer 
P Spark plug connector 


Q Spark plugs 
T3i 3-pin connector 
T4a 4-pin connector 
T14a_ 14-pin connector, on left in engine compartment 
2 


08 05 123a 23-pin connector 
giver br 738a_38-pin connector 
T80a_80-pin connector 
bee SNor » (340 ) Earth connection 2, in injection system wiring hamess 
. = 
Cex (B464) Connection (speed signal), in main wiring hamess 
] Si u 3i ) 
in ra 
{ 
ras 0s 05 
a sw bls 
—J ida ATi4a 
0 
05 


ws = white 
03s «035 036 sw black 
biws bis bliws ro red 
Q Q 
rt red 
br brown 
asa fir2sa gn green 
ye AD bl blue 
J104-J303 gr grey 
9 li pupple 
yi purple 
‘ge = yellow 
155186187 16165187188 or orange 
Te rs pink 
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Coolant temperature sender, Engine control unit, Injector, 
cylinder 1, Injector, cylinder 2, Injector, cylinder 3, Injector, 
cylinder 4 


G62 Coolant temperature sender 
J623_ Engine control unit 

N30 Injector, cylinder 1 

N31__ Injector, cylinder 2 

N32__ Injector, cylinder 3 

N33__ Injector, cylinder 4 

T2cq 2-pin connector 

T2e 2-pin connector 

T2f 2-pin connector 

12g 2-pin connector 

T2h 2-pin connector 

T14a_ 14-pin connector, on left in engine compartment 


30a 803 fe0a 
173 53 173 


05 05 15 + 
oe. = a: Tada _80-pin connector 
(8351) Positive connection 2 (87a) in main wiring hamess 
Te T2n 
2 
bri4a 
Nao Ngs Bs 
re 2 1 
fi fi 
05 05 05 ov 
blws bls blws 
white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
en en i i i i ec i cy orange 
FETT pink 
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5 


; 


183 


185 


187 


te 018219091 192——ist KS 195 196 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Hall sender, Intake air temperature sender, Knock sensor 1, 
Intake manifold pressure sender, Engine control unit 


G40 
G42 
G61 
G71 
J623 
T2i 
T3n 
T4e 


Haticesender 
Intake aif temperature sender 
Knock sensor ¥ 

Intake manifold pré&sure sender 
Engine control unit 

2-pin connector 

3-pin connector 2 
4-pin connector 

80-pin connector 


Earth connection, in injection systém wiring hamess 


Connection 2, in injection system wiring hamess 
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Current Flow Diagram 


G fevs 
05 «05 «005 = OS 6028 
ol ol tow gelsw  gelsw 
sa] 
ee ee i 
A is 
03 03518185 08 10 
oisw bol «bw or swit 
T9q 
ne 
J339 
10 
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black 
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@) hee 
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25 25 40 deel 
be or br blue 
grey 
@ purple 
purple 
yellow 
197198 189-0001 0280205 


orange 
pink 
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Fuel gauge sender, Fuel system pressurisation pump, X- 
contact relief relay 


G Fuel gauge sender 
G6 Fuel system pressurisation pump 
J59  X-contact relief relay 
J339_X contact relief relay 2 
T4j 4-pin connector 
Téd 6-pin connector 
T9q 9-pin connector 
( 21 ) Earth point, near fuel pump 


Earth point, on left in luggage compartment 


Earth cofingction 1, in main wiring harness 


Earth connection ;,in main wiring harness 


Earth point, under the c&ntre console near gear stick 


Positive connection (87), in@main wiring hamess 


Positive connection 4 (30), ingnain wiring hamess 


Connection 1 (75), in main wirthg harness 


Only models with automated manual gearbox 
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Handbrake warning switch, Brake fluid level warning contact 


FQ Handbrake waming switch 
F34 Brake fluid level waming contact 
G65_ High-pressure sender 
J217 Automatic gearbox control unit 

G. Volkswagen ag T2ai_ 2-pin connector 

- 7 does, 2-pin connector 

3-pin connector 

16-pin connector 

80-pin connector 


0.35 
bent 


\% 
) Baath connection 2, in main wiring hamess 


) Earth Génnection 12, in main wiring hamess 


) Earth poinfzon top end of steering column 


Earth point, under the centre console near gear stick 


* Diagnostic cofinection 
72 Only models wath air conditioning system 
*3 Only models with automated manual gearbox 


0.35 
or 


40 0351. 
br or 


Sa 


f 
“eons 


S104, ws “S\White 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 

2022S ma or orange 
EMTs pink 
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Oil pressure switch, Control unit in dash panel insert, Dash 
panel insert, Alternator warning lamp, Oil pressure warning 
lamp, Reserve fuel warning lamp, Brake system warning 


K lamp, Malfunction warning lamp 
F22 Oil pressure switch 
Kes Kis Kier J285 Control unit in dash panel insert 
os K Dash panel insert 
K2  Altemator warming lamp 
( ®© ) K3__ Oil pressure warning lamp 
9 K43 Coolant temperature warning lamp (too cold) 
K105 Reserve fuel warming lamp 
Ke K3 Kins Kus K118 Brake system waming lamp 
K121_ Malfunction warning lamp 
" = . z K132_ Electronic power control fault lamp 
Eo pe ne aoe paced tag Tia Single connector 
20F T14a_14-pin connector, on left in engine compartment 
p hap, 32a _32-pin connector 
0.35 035 0.35 P 035 0.35 0.35 0.35 
bls onsw or brisw sw belt 
Tiga 
A. 
05 
onsw 
A ws = white 
: sw = black 
Fo2 To red 
rt red 
br. brown 
Gn green 
bl blue 
Page grey 
.. li purple 
vi purple 
ge yellow 
25 THD 81D 28H C 28ST 288 or orange 
TTT rs pink 
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Fuel gauge, Coolant temperature gauge, Rev. counter, 
Speedometer, Control unit in dash panel insert, Dash panel 


insert 


GI 
Gt Gs Gat Gs G3 


5 os [| © ® : : GS 


G21 
285 


322 
122 126 24 


028 0.38 0.25 
te oeisw ows 
fed BE A 25 OTs 

ws 2" white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

zo 2802412428829 280 251 ER or orange 

ME os pink 


13245 1322 32a (B321) 


Fuel gauge 

Coolant temperature gauge 

Rev. counter 

Speedometer 

Control unit in dash panel insert 

Air conditioning system control unit 

Dash panel insert 

®pin connector, behind dash panel, centre 
10-Rin connector 

32-pirisconnector 


Positive‘connection 7 (30a) in main wiring hamess 


Only modefs with air conditioning system 
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Convenience system 
From April 2012 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltagetéguiator 
J623_,.EAgine control unit 
S162" Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
T2ak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
1 or orange 
rs pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D___Ignition/starter switch 
J59 X-contact relief relay 
J217 Automatic gearbox control unit 
J339 X contact relief relay 2 
J404 Terminal 15 relief relay 
J623 Engine control unit 
Téam_ 6-pin connector 

Téd 6-pin connector 

T9s 9-pin connector 

T10h 10-pin connector 
T80b 80-pin connector 


(8272) Positive connection (30), in main wiring hamess 
(8275) Positive connection (87), in main wiring hamess 


(B298) Positive connection 2 (30), in main wiring hamess 


(B300) Positive connection 4 (30), in main wiring hamess 


(B346) Connection 1 (75), in main wiring harness 


(8729) Connection 1 (50), in main wiring hamess 


Only models with automated manual gearbox 


ws = white 
sw = black 
60 40 Os 2 red 
rt rt switt rt red 
br brown 
gn = green 
bl blue 
or grey 
ti purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 m 2 2 m 8 2% WF 2 or orange 
PTET rs pink 
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Convenience system central control unit, Driver side 
window regulator motor, Front passenger side window 
regulator motor 


Current Flow Diagram 


J393. Convenience system central control unit 
J623_ Engine control unit 
R Radio 

T2au 2-pin connector 

T2av 2-pin connector 

T4k 4-pin connector, in front left door 

T4n 4-pin connector, in front right door 

T8f &pin connector 

T16a_16-pin connector 

723a 23-pin connector 
V147 Driver side window regulator motor 
148 _Front passenger side window regulator motor 


(370 ) Eartvconnection 5, in main wiring harness 


(606 ) Earth point, undefthe centre console near gear stick 


(B625) Connection (K-diagnosiswire), in main wiring harness 


Diagnostic connection 


5 15 o5S 035 036 
bilge onige bie lisbon 
cP 


40 25 036 «05 05 
br or br br br bl 


= tice - 
Ik Je23 


ws = white $ 
sw = black 
ro red 
rt red 
br brown 
. gn = green 
2 bl blue 
or grey 
li purple 
ve purple 
ge = yéllow 
a 0 8s 2 8 &@ & © F 8B © 4 4 42 or orange 
TT rs, pink 
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Driver door power latching system contact switch, 
Convenience system central control unit, Rear left window 
regulator motor, Rear right window regulator motor, Driver 


rasa ae do door power latching motor 


“5338 Driver door power latching system contact switch 
J39»,, Convenience system central control unit 
T2bf “2-pin connector 
T2bg 2-pin. connector 
T4k 4-pirréonnector, in front left door 
T4y 4-pin cafnector, in rear right door 
T4z 4-pin contaector, in rear left door 

Téj pin conriéctor 

| T12c 12-pin connéctor 

10 10 T21a_21-pin connegtor, in front left door 

ws ge 123a 23-pin connector 

26 _ Rear left windaw regulator motor 
27 Rear right windgw regulator motor 
302. Driver door power latching motor 


raz raz 
D 


‘Wate, - 

ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 

2a 4 4 4 4 4 4 5 St 8 8 5 8 88 or orange 

TTT os, pink 
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Front left window regulator switch, Rear left window 
) regulatorswitch, in driver doorjRear right window regulator 


switch, in driver door, Front right window regulator switch in 


y rac 1% 1 30 1 driver door, Driver side interior locking sWitch, Convenience 
E f i : 
system central control unit 7” 
£40 _ Front left window regulator switch 
E53. Rear left window regulator switch, in driverdoor 
E55 Rear right window regulator switch, in driver door °%. 
a xe a ‘ i E81 _ Front right window regulator switch in driver door Z 
i ae ose on aa E150 Driver side interior locking switch Z 
J393 Convenience system central control unit 4 
53. Window regulator switch illumination bulb % 
F L99 Interior lock switch illumination bulb a 
T4ai 4-pin connector 
yata Brzta rata Airota 21a = T4s 4-pin connector 
i sea a T4t 4-pin connector 8 
€ T12c 12-pin connector F 
T21a_21-pin connector, in front left door g 
3 723a 23-pin connector 
03s (0.35 035 (035 038 0.35 © (R37) Connection 1 (window regulator), in driver door wiring hamess 
nis rol onisw ont brlgr br 5 = 
rai ftsai |. Tas Tat Tat : 
Ess AM 2 Ls Eso AS Ls3 i $ 


nm Ess Est ne Leo E150 
0.35 0.35 4 c = 
or or 
] ] ws = white 
asst ss ae ase sw = black 
orb) grgn grb rbd ro = red 
rt red 
br = brown 
gn = green 
ol blue 
gr = grey 
li purple 
vi purple 
ge = yellow 
v7 8 98 o 8 &@ 8 8 8 oo oF 8 0 7 or = orange 
TITRE] «=r = pink 
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Rear window regulator isolation switch, Mirror adjustment 


changeover switch, Convenience system central control 
) unit 


E39 Rear window regulator isolation switch 
E48 Mirror adjustment changeover switch 
J351 Folding exterior mirror control unit 
J393_ Convenience system central control unit 
Tér 6-pin connector 
T10e 10-pin connector 
T12c 12-pin connector 
“Z18b 18-pin connector 
¥21a_21-pin connector, in front left door 


{ 267 ) Earth connection 2, in drive side door wiring hamess 


green 
blue 


grey 


ii purple 
vi purple 
ge = yellow 

m7 2 8 % 6 6 7 7% 72 oO 8 8 88 & or orange 

IIT os, pink 
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Window regulator switch in front passenger door, 


anes Convenience system central control unit, Window regulator 
( ® switch illumination bulb, Driver side turn signal repeater 
Wiosa bulb, Driver side mirror adjustment motor 


E107 Window regulator switch in front passenger door 
J393. Convenience system central control unit 
L53 Window regulator switch illumination bulb 
L131 Driver side tum signal repeater bulb 
TZeg 2-pin connector 

T4u 4-pin connector 

Tr 5-pin connector 

T5s pin connector, in front left door 
T21a_21-pin connector, in front left door 

T21b 21-pin connector, in front right door 
723a _23-pin connector 

V17__ Driver side mirror adjustment motor 
V149__ Driver side mirror adjustment motor 


(366 ) Earth connection 1, in main wiring harness 


Earth point, under the centre console near gear stick 


Connection (mirror adjustment), in driver door wiring harness 


Only models with no electrically adjustable exterior mirrors 


ws = white 
sw = black 
ro red 
: rt red 
visa “Wary ed noah 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
% 8 7” (8B or orange 
TTT os pink 
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Convenience system central control unit, Front passenger 
side turn signal repeater bulb, Front passenger side mirror 
adjustment motor 


J393_ Convenience system central control unit 
L132. Front passenger side turn signal repeater bulb 
Teh 2-pin connector 

Tst _5-pin connector, in front right door 

T5u 5-pin connector 
T21b 21-pin connector, in front right door 
723a 23-pin connector 

25 Front passenger side mirror adjustment motor 
V150_ Front passenger side mirror adjustment motor 


(368 ) Earth connection 3, in main wiring hammess 


Earth point, under the centre console near gear stick 


(8724) Connection (central locking unlocked), in main wiring hamess 


Only models with no electrically adjustable exterior mirrors 


Zo 
2 
4 
a 


L21b LT21b 
16 14 


08 05 
visw vis 


yu Bru 
3 ft 

ws = white 

é sw = black 

ro red 

rt red 

V25 150 Lis2 kel poet 

gn = green 

bl blue 

or grey 

li purple 

vi purple 

ge = yellow 

9 100101, tots: (ttt or orange 

TT os pink 
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10 

ts 

oe 

10 

ts 

i" 

| =) 

10 10 10 10 1.0 1.0 ‘| 
ws oe | 1s ge ge ws q 
20 I. | 20h bs roa 
pg a e 


Vs07 


113 


114 


115 


116 


119 


1200121 


123 


124 


Convenience system central control unit, Front passenger 
door power latching motor, Rear left power latching motor, 
Rear right power latching motor 


J393. Convenience system central control unit 
T2dh 2-pin connector 

T2di 2-pin connector 

T2dj 2-pin connector 

T4n 4-pin connector, in front right door 

Tén 6-pin connector, in rear right door 
Téq_6-pin connector, in rear left door 

T12b 12-pin connector 

V303__ Front passenger door power latching motor 


AQY367S Réarleft;power latching motor 


308 Rear right pGWepjatching motor 


(8720) Connection 1 (central ieking), in main wiring harness 


(8725) Connection (central locking locked), in mairfSwiring hamess 


(R84) Connection 1 (central locking), in rear left door wiring hamess 


(R85) Connection 2 (central locking), in rear left déor wiring hamess 


(R86) Connection 1 (central locking), in rear righ€door wiring hamess 


(R87) Connection 2 (central locking), in rear aht door wiring hamess 


05.2012 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 21/ 11 


Rear left window regulator switch, in door, Rear right 


— window regulator switch, in door, Convenience system 
( central control unit, Window regulator switch illumination 
jee ra bulb 


E52 Rear left window regulator switch, in door 
E54 Rear right window regulator switch, in door 
J393. Convenience system central control unit 
L53 Window regulator switch illumination bulb 
T4aa 4-pin connector 

T4ab 4-pin connector 

Tém pin connector, in rear right door 

Tép 6-pin connector, in rear left door 

T12c 12-pin connector 


(8340) Connection 1 (8d), in main wiring hamess 
028085 028 
br rtign grige 


035 (0.35 0.35 
br rtign gril grfol 


T4aa fit4aa T4aa g T4ab fi t4ab T4ab 
A ji v2 % D 


= 
ag 


brown 


Ess Ls3 green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


127128129180 121881“ O15 13718 
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Driver door contact switch, Front passenger door contact 
) switch, Rear left door contact switch, Rear right door contact 


switch, Convenience system central control unit, Rear left 
12a reading light, Rear right reading light 


F2 Driver door contact switch 
2 F3 Front passenger door contact switch 
2 » F10 Rear left door contact switch 

NS % F11__ Rear right door contact switch 
tgs 5, J234 Airbag control unit 
J393. Convenience system central control unit 
Tic Single connector 

Tid Single connector 

T1o Single connector 

i ea ros Tip Single connector 

° o] 2 T3al 3-pin connector 
234 [A | wes 3 T3am 3-pin connector 

T12b  12-pin connector 

123a 23-pin connector 
T7Sa_75-pin connector 
W11_ Rear left reading light 
W12_ Rear right reading light 


(375 ) Earth connection 10, in main wiring harness 


(8278) Positive connection 2 (15a) in main wiring hamess 


Only models with electric rear lid opener 


05 05 05 0s 18 16 5 ~ it : 
as Pcs cw Prons sure? Soin ‘2 For models with anti-theft alarm system 


05 
brisw 

10 Arvio ws = white 

sw = black 

Fro Fat ro red 

rt red 

br = brown 

gn = green 

bl blue 

gr = grey 

ii purple 

vi purple 

ge = yellow 

“us eT 18ST SZ 18H or = orange 

TET «os. pink 
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Driver vanity mirror contact switch, Front passenger vanity 
mirror contact switch, Convenience system central control 
unit, Front interior light, Luggage compartment light, Front 
passenger side illuminated vanity mirror, Driver side 
illuminated vanity mirror 


J393 


120 


F147 Driver vanity mirror contact switch 
F148 Front passenger vanity mirror contact switch 
J393_ Convenience system central control unit 
T2d| 2-pin connector 
T2dm 2-pin connector 
T2dn 2-pin connector 
T2do 2-pin connector 
T2dt 2-pin connector 
T3e 3-pin connector 
T12b  12-pin connector 
W1 Front interior light 
W3 Luggage compartment light 
W13_ Front passenger reading light 
W14 Front passenger side illuminated vanity mirror 
W19 Driver side reading light 
W20__ Driver side illuminated vanity mirror 


( 374 ) Earth connection 9, in main wiring harness 


05 15 18 10 
brige Ttige _ofilbe rige 


Positive connection 3 (30a) in main wiring hamess 


as ae ne bi Only models with remote controlled central locking 


brige = brige rg 


210 ws = white 

wis wis wi ~~  e 

0.35 0.35 ree 
br br ud ted 
br = brown 

gn = green 

ol blue 
gr = grey 

fi purple 

vi purple 

ge = yellow 

oc ee ee ee ee ee ee ec ee or = orange 
TIT «= rs = pink 
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Anti-theft alarm and vermin repellent system contact switch, 


aos Anti-theft alarm ultrasonic sensor, Horn or dual tone horn, 
( 3) Convenience system central control unit 
u u uU 
ie hoe ne mo ne F120 Anti-theft alarm and vermin repelient system contact switch 


209 Anti-theft alarm ultrasonic sensor 
H1 Hom or dual tone hom 
J393. Convenience system central control unit 
J917_ Control unit for lighting and wiper functions 
Tab 2-pin connector 
T2z 2-pin connector 
Tai 4-pin connector 
T12b 12-pin connector 
Ti6a_16-pin connector 
T16d_ 16-pin connector 


F120| 


( 13 ) Earth point, on right in engine compartment 

Earth connection 2, in main wiring harness 

Earth connection 6, in main wiring harness 

Earth point, on top end of steering column 

Earth point, under the centre console near gear stick 


Connection 1, in main wiring harness 


Connection 5, in main wiring hamess 


Diagnostic connection 
2 Only models with control unit for lighting and wiper functions 
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Sliding sunroof adjustment regulator, Sliding sunroof 
adjustment control unit, Convenience system central control 
unit, Sliding sunroof motor 


oe £139 Sliding sunroof adjustment regulator 


G22 Speedometer sender 
J104 ABS control unit 
J245 Sliding sunroof adjustment control unit 
J393. Convenience system central control unit 
R Radio 
T3i pin connector 
Téab pin connector 
Téaf 6-pin connector 
Téag pin connector 
T8f &pin connector 
T14a_ 14-pin connector, on left in engine compartment 
723a 23-pin connector 
738a_38-pin connector 
V1 Sliding sunroof motor 


=a 


035 (05 


(B464) Connection (speed signal), in main wiring hamess 
oeisw gelsw  gelsw 


(8518) Connection (86s), in main wiring hamess 


For models with anti-theft alarm system 


=n i 


= 
"5 


4 ws = white 
05 sw = black 
weil ro red 
| nt red 
Va br = brown 
gn = green 

G2 oR bl blue 
gr = grey 

ti purple 

vi purple 

ge = yellow 

oe ee ee ee ne ee ee ne ne or = orange 
TT os pink 
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Convenience system central control unit 


J393. Convenience system central control unit 
SC2_ Fuse 2 on fuse holder C 
C4 Fuse 4 on fuse holder C 
SC8 Fuse 8 on fuse holder C 
SC11_ Fuse 11 on fuse holder C 
SC12_ Fuse 12 on fuse holder C 
SC14_ Fuse 14 on fuse holder C 
SC16_ Fuse 16 on fuse holder C 
SC22_ Fuse 22 on fuse holder C 
J12b 12-pin connector 
P28a_23-pin connector 


Um 
1120 
7 


wwign swiws 


| 
| 


(8301) “Positive connection 5 (30), in main wiring hamess 
(B630) Positiée connection (left tum signal bulb), in main wiring hamess 


ta 12a 
(8631) Positive cdfnection (right tum signal bulb), in main wiring hamess 

SCi1 SC12 4 

108 0A * Only model§4with control unit for lighting and wiper functions 

z 


| 120 


swign swiws 


035 (05 
swign swign 


197198 = 199-200 20102 
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0.35 
swiol 


switt 


[. | Teac 
ae 


Kis7 


Yr 


Ese 


switt 


an 


212 


214 


215 


216 


217 


218 


219 


220 


221 


222 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Anti-dazzle interior mirror button, Reversing light switch, 
Anti-dazzle interior mirror warming lamp, Automatic anti- 
dazzle interior mirror 


E386 
F4 
J17 
Ki87 
S827 
SB37 
SB38 
SB39 
SB48 
Tal 
T3c 
Téac 
T9j 
Tiéa 
us 


Anti-dazzle interior mirror button 
Reversing light switch 

Fuel pump relay 

Anti-dazzle interior mirror warming lamp 
Fuse 27 on fuse holder B 

Fuse 37 on fuse holder B 

Fuse 38 on fuse holder B 

Fuse 39 on fuse holder B 

Fuse 48 on fuse holder B 

2-pin connector 

3-pin connector 

6-pin connector 

9-pin connector 

16-pin connector 

12 V socket 

Automatic anti-dazzle interior mirror 


Positive connection (15), in main wiring hamess 


Positive connection 1 (15a) in main wiring hamess 


Positive connection 3 (30), in main wiring hamess 


Positive connection 2 (30a) in main wiring harness 


) Connection 2 (54), in main wiring hamess 


Diagnostic connection 
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05 05 25 
brige br br 


al 


15 
ttign 


15 16 
ign ign 


L 


Tead ff teaa Tead 
4 A Ne 
T20k 1 
i 
a 
Fant V53 * 
E165 

225 «2280 232 2350 286287288 


Current Flow Diagram 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Rear lid release switch, Rear lid contact switch, Rear lid 
central locking motor 


E165 
Fill 
T2cm 
T2dk 
TS 
Té6ad 


Rear lid release switch 

Rear lid contact switch 

2-pin connector 

2-pin connector 

5-pin connector, behind rear left side trim, near wheel arch 
6-pin connector 

Rear lid central locking motor 


Earth point, on left in luggage compartment 


Farth connection, in rear lid wiring harness 


Positive connection 4 (30a) in main wiring hamess 


Gonnection 4, in main wiring hamess 
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Fuel gauge, Rev. counter, Speedometer, Control unit in 
dash panel insert, Dash panel insert, Alternator warning 


K lamp, Left turn signal warning lamp, Right turn signal 
Gi G3 Gat Gs warning lamp, Alarm system warning lamp 
5 Z ®© ® G1 Fuel gauge 
a5 G3 Coolant temperature gauge 
( 5 G5 Rev. counter 


G21 Speedometer 

J285 Control unit in dash panel insert 
K Dash panel insert 

BESTE Se so ES K2 Alternator warming lamp 

K65 Left tum signal warning lamp 


raza Wytsza Wize \yra2a Vfraza Wrara raza K94 Right tum signal warning lamp 
re oT? BE ae ge ge K95 Alarm system warning lamp 


732a_32-pin connector 


098 028 036 0.35 
getsw ol swis or 

ws ©= white 

sw ‘© black 

ro red 

rt ted 

br Brawn 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

ee ee ee ee ee ee er or orange 

rT os pink 


05.2012 


SpaceFox Current Flow Diagram No. 22/ 1 


Coming home/leaving home function with rain sensor 
From April 2012 
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SpaceFox Current Flow Diagram No. 22/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, on left in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point ‘hear ..., near battery 


(507 ) Threaded connectién (30), on battery fuse holder 
ie 


[sis 


ws = white 
sw = black 
ro red 
rt red 
br brown 
GWO1> green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
1 34 or orange 
TTT «Ts pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D___Ignition/starter switch 

J59 _X-contact relief relay 
J339 X contact relief relay 2 
J404 Terminal 15 relief relay 
Téam 6-pin connector 

Téd 6-pin connector 

T9q  9-pin connector 

T9s 9-pin connector 


(8272) Positive connection (30), in main wiring hamess 


(8273) Positive connection (15), in main wiring hamess 


\{B298) Positive connection 2 (30), in main wiring hamess 


(B300) Positive connection 4 (30), in main wiring hamess 


(B346) Connection 1 (75), in main wiring harness 


Only models with central locking 
2 Only models with automated manual gearbox 


08 05 
swign — swige 


ws white 
sw black 
ro red 
mt red 
br brown 
a gn green 
switt bl blue 
gr grey 
fi purple 
vi purple 
ge yellow 
16 16 7 18 19 20 2 2 23 24 25 26 2 28 or orange 
TIT rs pink 
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Rain and light sensor,-Controbunity for ghting and wiper 
functions | F 


cao 

J393 

SF ISIT 

SS T3au 

J917 & T12b 

® ) é Tied 
u r 


rt 393 Ns 
42D 9 
fi 
1910 03502805 
fisw shige swe swiue swe miws rows rts 
\ ws = white 
sw = black 
ro red 
rt red 
br brown 
ae gn = green 
br bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
a 0 0 2 8 8 & © F 8B © 4 4 42 or orange 
TT os pink 


) Earth point, under the centre console near gear stick 


) Positive connection (87), in main wiring hamess 


). Connection 1, in main wiring hamess 


ener t ieee 

Convenience system central control unit 
Control unit for lighting and wiper functions 
3-pin connector 

12-pin connector 

16-pin connector 


Earth connection 3, in main wiring harness 


Only models with automatic anti-dazzle interior mirror 
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Light switch, Turn signal switch, Headlight dipper and 
flasher switch, Control unit for lighting and wiper functions 


E1 Light switch 
E2 Tum signal switch 
E4 Headlight dipper and flasher switch 


ig s ‘ J2_ Hazard warning light relay 
A J917 Control unit for lighting and wiper functions 
Tol 9-pin connector 
OSU 12a 12-pin connector 
Pema imei) fa Ti2e 12-pin connector 


Ti€a_16-pin connector 
T16é, 16-pin connector 


(8625) “Connection (K-diagnosis wire), in main wiring hamess 
argeDllws © grige—arige = 


(8662) Connection 2 (56b), in main wiring hamess 


(B728) Cahnection (49a), in main wiring hamess 


Diagnostic connection 
*2  Ofily CROSS models 


15 15 25 5 


swige  swige ft ttisw we witie 
"i sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 4 4 4 4 4 4 5 St & 8 5 8 88 or orange 
TTT os pink 
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Fog light relay, Control unit for lighting and wiper functions 


J5_— Fog light relay 

J917 Control unit for lighting and wiper functions 
Tor 9-pin conmetter 

T12e_12pin connector 

116° 16-pin connector 


(B644) Connection 3 (56a), in main wiring hamess 


ys rie = Only CROSS models 
15 
ge 
ws = white 
sw = black 
ro red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ti purple 
vi purple 
ge = yellow 
Ca ee en ee ee ee ee or = orange 
TTT «os pink 
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Intermittent wiper switch, Rear wiper switch, Automatic 
intermittent wash and wipe control unit 


U 
18c 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


n 


E22 
E34 
Jg3e 
8c 
* 118 


) Earth connection 1, in main wiring hamess 


Intesmpit®Sht wiper switch 

Réar wiper switch 

‘Automatic intermittent wash and wipe control unit” 
& pin connector 

18-pin connector 


Earth point, under the centre console near gear stick 


) Positive connection (53a), in main wiring hamess 


Connection 2 (63c), in main wiring hamess 
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Automatic intermittent wash and wipe control unit, 
Windscreen wiper motor, Windscreen and rear window 
washer pump 


£230 Heated rear window button 
J932 Automatic intermittent wash and wipe control unit 


Jock nt a T2a0 2-pin connector 
( ® T5f 5-pin connector 
Tée 6-pin connector 
Vrs Vri8c Spies 18c Wrisc Wriec Wriac T18¢ _18-pin connector 
int 5 Oe i 3 Ya [no 


102 V__ Windscreen wiper motor 
59 Windscreen and rear window washer pump 


(B621) Connection 1 (63c), in main wiring hamess 


1.0 0, 1.0 10 0s 1.0 05 
brige gpge onisw gnit onsw gnisw —bi/sw 


c ee = 
E20 
10 0 
ont ont 
1220 
i 
ue 
YFyrza0 
2 
OX ws white 
<0 40 sw = black 
or onus ro red 
rt red 
br brown 
gn green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
6 68 7 8 8 © 8 & 8 SS 8 8 97 9&8 or orange 
TTT os pink 
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18 08 40 
swige swige swige swige swige 
qs 18a 
te sgie 
| nab 
18 10 
swior swige 
15a 
fi 
Fi 
398 
10 
sw 
ax 
We 
viz 
En en 
TAT TETETET 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Fuse 1 on fuse holder C, Fuse 2 on fuse holder C, Fuse 3 

on fuse holder C, Fuse 7 on fuse holder C, Fuse 16 on fuse 
holder C, Fuse 17 on fuse holder C, Fuse 18 on fuse holder 
Cc 


Convenience system central control unit 
Radio 

Fuse 1 on fuse holder C 

Fuse 2 on fuse holder C 

Fuse 3 on fuse holder C 

fuse 7 on fuse holder C 

Fiise 16 on fuse holder C 

Fusé 17 on fuse holder C 

Fusé48 on fuse holder C 

4-pin Gennector 

5-pin connector, behind rear left side trim, near wheel arch 
&-pin cdfinector 

23-pin cohnector 

Rear window wiper motor 


Positive connection 5 (30), in main wiring hamess 


) Conneetiéin 1 (56), in main wiring hamess 


) Conneétion (86s), in main wiring hamess 


Only GROSS models 
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Fuse 31 on fuse holder B, Fuse 35 on fuse holder B, Fuse 
43 on fuse holder B, Fuse 46 on fuse holder B 


$B31_ Fuse 31 on fuse holder B 
ea SB35 Fuse 35 on fuse holder B 
F SB43_ Fuse 43 on fuse holder B 
|. SB46_ Fuse 46 on fuse holder B 
ae bd oe eee tere (8274) Positive connection (58L), in main wiring hamess 
| (8543) Positive connection (58R), in main wiring hamess 
; a 


10 1.0 10% 10 
giisw grisw grisw ©, grisw 


i: 


1300«118—O 151817 


180 «119120121122 128128125128 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


) Connection 2 (56a), in main wiring harness 


Only models with dual headlights 
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Reversing light switch 


F4 Reversing light switch 
SB28 Fuse 28 on fuse holder B 
B29 Fuse 29 on fuse holder B 
SB32_ Fuse 32 on fuse holder B 
SB36_ Fuse 36 on fuse holder B 
SB37_ Fuse 37 on fuse holder B 
SB40 Fuse 40 on fuse holder B 


15 
7 . B47 Fuse 47 on fuse holder B 
T2al_2-pin connector 
Ac , (8299) Positive connection 3 (30), in main wiring hamess 
20 git 3 cs 


(8336) Connection 2 (54), in main wiring hamess 


B29 BAT |SB36 
EY aR aR * 
’ ~ Only models with dual headlights 
i 70 A 
10 15 15 15 48 


swie get = geirt_gelsw gelsw 


0 0 
swibl wil swibl 


1270128129180 1181 (8H 188187188 189140 or 
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Left side light bulb, Right side light bulb, Front left turn signal 
bulb, Front right turn signal bulb, Left headlight dipped beam 
bulb, Left headlight main beam bulb, Right headlight dipped 
beam bulb, Right headlight main beam bulb 


M1 Left side light bulb 
M3__ Right side light bulb 
M5 Front left tum signal bulb 
M7 Front right tum signal bulb 
7 M29 _ Left headlight dipped beam bulb 
SS & M30__Left headlight main beam bulb 
M31__ Right headlight dipped beam bulb 
M32__ Right headlight main beam bulb 
T10a_10-pin connector 
T10b 10-pin connector 


[tT 


15 10 
swin get = grit 


( 12 ) Earth point, on left in engine compartment 


(369 ) Earth connection 4, in main wiring harness 


= Only models with dual headlights 


ws = white 
sw = black 

ro red 

wot red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi = purple 

ge = yellow 

“i 42814 (STDS HSRC AB or orange 
TTT «= rs_= pink 
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| 


‘swign 


| 


16 
swign 


1.0 
or 


157 


160 


161 


165 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Left headlight twin filament bulb, Right headlight twin 
filament bulb, Left side light bulb, Right side light bulb, Front 
left turn signal bulb, Front right turn signal bulb 


Li 
12 
M1 
M3 
MS. 
M7 
T2am 


Left headlight twin filament bulb 
Right headlight twin filament bulb 
Left side light bulb 

Right side light bulb 

Front left tum signal bulb 

Front right tum signal bulb 

2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

3-pin connector 

3-pin connector 


) Earth connection 4, in main wiring harness 


) Positive connection (left tum signal bulb), in main wiring hamess 


Positive connection (right tum signal bulb), in main wiring hamess 


Only models with dual headlights 
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Left fog light bulb, Right fog light bulb, Left main beam 
headlight and fog light bulb, Right main beam headlight and 
fog light bulb 


Left fog light bulb 

Right fog light bulb 

Left main beam headlight and fog light bulb 
Right main beam headlight and fog light bulb 
2-pin connector 

2-pin connector 

4-pin connector 

4-pin connector 


Earth connection 16, in main wiring hamess 


Earth point 1, on front of left longitudinal member 


Connection (fog light), in main wiring hamess 


= Only CROSS models 


ws = white 
sw = black 

ro red 

rt red 

br brown 

LS gn = green 

As bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

en ee i i or orange 
IT os pink 
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Brake light switch, Right tail light bulb, Left tail light bulb, 
Rear left turn signal bulb, Rear right turn signal bulb, Left 
brake light bulb, Right brake light bulb, Left reversing light 


E230 bulb, Right reversing light bulb 
> U 
RG 2 ig E230 Heated rear window button 
é F Brake light switch 
05 F47 Brake pedal switch 
suit J623 Engine control unit 


L20 Rear fog light bulb 
M2_— Right tail light bulb 
M4 Left tail light bulb 
M6 Rear left tum signal bulb 
M8 Rear right tum signal bulb 
05 M9 _ Left brake light bulb 
Suit swt M10__ Right brake light bulb 
M16 Left reversing light bulb 
M17 _ Right reversing light bulb 
TZee 2-pin connector 
: T4m 4-pin connector 
$ T5p 5-pin connector 
T5q__5-pin connector 
Tée 6-pin connector 


) Earth point, near fuel pump 


) Earth point, on left in luggage compartment 


wsisw — gnisw 


t | (372 ) Earth connection 7, in main wiring harness 
O 


(8277) Positive connection 1 (15a) in main wiring hamess 
Je23 — 


{B335) Connection 1 (54), in main wiring harness 


10 = Only CROSS models 
br 
T2ee wet anes 
sw = black 
L2o fo red 
a rt red 
F br brown 
Ls gn = green 
iene bl blue 
or grey 
ii purple 
® @ vi purple 
ge = yellow 
fre ne, oe, | or orange 
TT os. pink 
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_ Immobiliser reader coil, Control unit in dash panel insert, 
yswaet - ~ AG doe, Dash panel insert, Main beam warning lamp, Alternator 
s warning lamp, Left turn signal warning lamp, Right turn 
signal warning lamp, Number plate light 


D2 Immobiliser reader coil 
J285 Control unit in dash panel insert 
J362_ Immobiliser control unit 

K Dash panel insert 

KI Main beam waming lamp 

K2 — Altemator warming lamp 
Left tum signal warning lamp 
Right tum signal waming lamp 
Immobiliser warning lamp 
2-pin connector 
2-pin connector 
2-pin connector 
32-pin connector 
Number plate light 


Ku7 


—™™ 


) Positive connection 2 (58), in main wiring hamess 


= Only CROSS models 
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197198199 200201 
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an 


212 


216 


219 


220 


221 


224 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Front and rear fog light switch, Speedometer, High-pressure 
sender, Control unit in dash panel insert, Dash panel insert, 
Front and rear fog light switch illumination bulb 


E23 
G21 
G65 
J285, 
K 
140 
T6i 
T16a 
T32a 


(367) 


Front and rear fog light switch 

Speedometer 

High-pressure sender 

Control unit in dash panel insert 

Dash panel insert 

Front and rear fog light switch illumination bulb 
6-pin connector 

16-pin connector 

32-pin connector 


Earth connection 2, in main wiring harness 


Earth point, on top end of steering column 


Earth point, under the centre console near gear stick 


Positive connection 7 (30a) in main wiring harness 


Connection 1 (8d), in main wiring harness 


Diagnostic connection 
Only CROSS models 
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Coming home/leaving home function without rain sensor 
From April 2012 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, on left in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
fi purple 
vi purple 
ge = yellow 
1 or orange 
rs pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D___Ignition/starter switch 
J59  X-contact relief relay 
J339 X contact relief relay 2 
4494 Terminal 15 relief relay 
Téam “€-pin connector 
Téd 6-pin'tennector 
T9q_9-pin conriéctor 
T9s 9-pin connector, 
T10h 10-pin connector. 


(8272) Positive connection (39), in main wiring hamess 
(8273) Positive connection (15), if. main wiring hamess 
(8298) Positive connection 2 (30), irimain wiring hamess 
(8300) Positive connection 4 (30), in main wiring hamess 
(8346) Connection 1 (75), in main wiritig harness 


Only models with automated rfianual gearbox 
2 Only models with central lockirig 


‘am 
fi 
Is 
68; 
swiol 
ws =< white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 mM 2 2 - 8 2% WF 2B or orange 
TART «Ts pink 


05.2012 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 23/ 4 


Light switch, Turn signal switch, Headlight dipper and 
flasher switch, Control unit for lighting and wiper functions 


E1 Light switch 
E2 Tum signal switch 
E4 Headlight dipper and flasher switch 
J2_ Hazard waming light relay 
J917 Control unit for lighting and wiper functions 
9-pin connector 
12-pin connector 
12-pin connector 
16-pin connector 


) Connection 3 (56a), in main wiring hamess 


) Connection 2 (56b), in main wiring hamess 


Connection (49a), in main wiring hamess 


Only models with dual headlights 
2 Only CROSS models 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 0 sm 2 8 4 © © F 8B © 4 4 «2 or orange 
Ts pink 
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anor 


25 
br 


40 
br 


43 


05 05 
or or 
4 45 


46 


a7 


49 


a1 


53 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Control unit for lighting and wiper functions, Number plate 
light 


J393_ Convenience system central control unit 
J917_ Control unit for lighting and wiper functions 
T2ax 2-pin connector 
T2I 2-pin connector 
T12b 12-pin connector 
T12e 12-pin connector 
T16a_16-pin connector 
T16d_16-pin connector 
X Number plate light 


(368 ) Earth connection 3, in main wiring harness 
Earth point, under the centre console near gear stick 
Connection 1, in main wiring harness 


Connection (K-diagnosis wire), in main wiring hamess 


(8726) Positive connection 2 (58), in main wiring hamess 
* Diagnostic connection 
2 Only models with rain and light sensor 


*3 Only CROSS models 
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Headlight main beam relay, Dipped beam relay 


J12_ Headlight main beam relay 
J331 Dipped beam relay 
T10i 10-pin connector 


(366 ) Earth connection 1, in main wiring harness 


(606 ) Earth point, under the centre console near gear stick 


87 cry 
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Fog light relay, Fuse 1 on fuse holder C, Fuse 2 on fuse 
holder C, Fuse 3 on fuse holder C, Fuse 7 on fuse holder C, 
Fuse 16 on fuse holder C, Fuse 17 on fuse holder C, Fuse 
18 on fuse holder C 


J5_— Fog light relay 
J393. Convenience system central control unit 
R Radio 
SC1_ Fuse 1 on fuse holder C 
SC2 Fuse 2 on fuse holder C 
SC3 Fuse 3 on fuse holder C 
SC7 Fuse 7 on fuse holder C 
SC16_ Fuse 16 on fuse holder C 
SC17_ Fuse 17 on fuse holder C 
SC18 Fuse 18 on fuse holder C 
T4x  4-pin connector 
5 T5a__5-pin connector, behind rear left side trim, near wheel arch 
T8f &-pin connector 
T9r 9-pin connector 
23a 23-pin connector 
V12__ Rear window wiper motor 


(8275) Positive connection (87), in main wiring hamess 
(8301) Positive connection 5 (30), in main wiring hamess 


(8338) Connection 1 (56), in main wiring hamess 


(B518) Connection (86s), in main wiring hamess 


os Only CROSS models 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
nm 2 8 % 6 68 7 7% 72 OO 8 8 88 & or orange 
TAT os pink 
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Fuse 31 on fuse holder B, Fuse 32 on fuse holder B, Fuse 
35 on fuse holder B, Fuse 43 on fuse holder B 


SB31_ Fuse 31 on fuse holder B 
Go $B32_ Fuse 32 on fuse holder B 
B35 Fuse 35 on fuse holder B 
SB43_ Fuse 43 on fuse holder B 


ces Fs (8274) Positive connection (68L), in main wiring harness 
| (8543) Positive connection (58R), in main wiring hamess 
43a eta a 
i (8642) Positive connection (58), in main wiring harness 
Bas ISB35 = 
3B 3B 
(B643) Connection 2 (56a), in main wiring harness 
Mb = 
g ; > Only models with dual headlights 
1 ,. 
3 1 
1 
1 % 
1 
1 73 
t | 
1 
19 10 61010 10 1525 
grisw grsw  grisw grisw ort slow WSlsW 2 
1 
| ! ; 
t f Q 
ws 
u 
15 035 15045 sw 
% welt wsisw walsw weit ro 
5 1 A rt 
1 or 
2 an 
bl 


%& 8 87 88 8 OO Mf 2 993 «= 9p 95 98 
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10 15 16 
swige ge ge 
a reed 6a 
SB20 SBa7 SBs6 
“a7 iD 
10 15 15 15 18 
swor gelrt = gett gelsw —_gelsvi 


bok 


101 


107 


409 


110 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Reversing light switch 


F4 
SB28 
SB29 
SB36 
SB37 
SB40 
SB47 
T2al 


(B299) 


Reversing light switch 
Fuse 28 on fuse holder B 
Fuse 29 on fuse holder B 
Fuse 36 on fuse holder B 
Fuse 37 on fuse holder B 
Fuse 40 on fuse holder B 
Fuse 47 on fuse holder B 
2-pin connector 


Positive connection 3 (30), in main wiring hamess 


) Connection 2 (54), in main wiring hamess 


Connection (56b), in main wiring hamess 


Only models with dual headlights 
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Intermittent wiper switch, Rear wiper switch, Windscreen 
and rear window washer pump 


E22 
E34 
T2a0 


113 


114 


Intermittent wiper switch 
Rear wiper switch 

2-pin connector 

8-pin connector 

Windscreen and rear window washer pump 


Connection 1 (53c), in main wiring hamess 


Connection 2%63c), in main wiring hamess 
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Automatic intermittent wash and wipe relay, Windscreen 
wiper motor 


J31 
T5t 
TOF 
wae; 


(B736) 


Automatic intermittent wash and wipe relay 
5-pin connector 

9-pin connector 

Windscreen wiper motor 


Positive Bonnection (63a), in main wiring hamess 
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10 
swign 


M7 


Mat 


M3 


141 


142 


146 


147 


149 


150 


151 


152 


white 
black 
red 
red 
brown 
= green 
blue 
grey 
purple 
= purple 
yellow 
orange 
= pink 


Left side light bulb, Right side light bulb, Front left turn signal 
bulb, Front right turn signal bulb, Left headlight dipped beam 
bulb, Left headlight main beam bulb, Right headlight dipped 
beam bulb, Right headlight main beam bulb 


M1 Left side light bulb 
M3__ Right side light bulb 
M5__ Front left tum signal bulb 
M7 Front right tum signal bulb 
M29 _ Left headlight dipped beam bulb 
M30__Left headlight main beam bulb 
M31__ Right headlight dipped beam bulb 
M32__ Right headlight main beam bulb 
T10a_10-pin connector 
T10b 10-pin connector 


) Earth point, on left in engine compartment 


Earth connection 4, in main wiring harness 


* Only models with dual headlights 
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10 15 035 «= (10 
swicn swign — swignswign 


15 10 10 
get orisw —swign c 
1 ® 
we kee Tah yee x 3 
f H A 
Sue M 2 M1 <P Mz 
ram aan Wrox S 
2 


3 
raw 
2 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Li 


Left headlight twin filament bulb, Right headlight twin 
filament bulb, Left side light bulb, Right side light bulb, Front 
left turn signal bulb, Front right turn signal bulb 


Left headlight twin filament bulb 
Right headlight twin filament bulb 
Left side light bulb 

Right side light bulb 

Front left tum signal bulb 

Front right tum signal bulb 

2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

3-pin connector 

3-pin connector 


) Earth connection 4, in main wiring harness 


) Positive connection (left tum signal bulb), in main wiring hamess 


) Positive connection (right turn signal bulb), in main wiring hamess 


Only models with dual headlights 
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Left fog light bulb, Right fog light bulb, Left main beam 
headlight and fog light bulb, Right main beam headlight and 


fog light bulb 
L22 Left fog light bulb 
L23 Right fog light bulb 
M94 _Left main beam headlight and fog light bulb 
M95__ Right main beam headlight and fog light bulb 
T2aq_ 2-pin connector 
T2y 2-pin connector 
25 25 15 25 T4am 4-pin connector 
a swivi swt swii T4an 4-pin connector 
(381) Earth connection 16, in main wiring hamess 
wad (671 }Geasth point 1, on front of left longitudinal member 
28 15 a Ste, 
cinta (B554) Connection (fight), in main wiring hamess 
= Only CROSS models®, 
T4an Tan SS 
j12aq g 
25 13 2 
or or 
| | white 
black 
red 
red 
brown 
green # 
blue 
grey 
purple S 
purple 
yellow 
12 170171172 178178 orange 


pink 
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Brake light switch, Brake pedal switch, Rear fog light bulb, 
Right tail light bulb, Left tail light bulb, Rear left turn signal 
bulb, Rear right turn signal bulb, Left brake light bulb, Right 
brake light bulb, Left reversing light bulb, Right reversing 
light bulb 


E230 Heated rear window button 
3 F Brake light switch 

08 F47 Brake pedal switch 

owit J623 Engine control unit 

L20 Rear fog light bulb 

M2 Right tail light bulb 

M4 Lefttail light bulb 

M6 Rear left tum signal bulb 
15 08 M8 Rear right tum signal bulb 
i M9 Left brake light bulb 

M10 Right brake light bulb 
M16 _Leftreversing dight,bulb 
972° Right reversing light bul, 
T2ee 2-pin connector 

T4m 4-pin connector 

T5p _5-pin connector 

T5q _5-pin connector 

Tée _6-pin connector 


( 21 ) Earth point, near fuel pump 
( 50 ) Earth point, on left in luggage compartment z 


(372) Earth connection 7, in main wiring harness 


(8277) Positive connection 1 (1a) in main wiring hamess 


(B335) Connection 1 (54), in main wiring harness FA 


= Only CROSS models 2 
2 Only models with rain and light sensor S 
white 
black 
red 
red 
brown 
green 
blue 
grey : 
purple P 
purple, 
yellow ~ 
orange 
pink 
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Immobiliser reader coil, Control unit in dash panel insert, 

Immobiliser control unit, Dash panel insert, Main beam 

warning lamp, Alternator warning lamp, Left turn signal 
K warning.lamp, Right turn signal warning lamp 


D2 Immobiliser reader Coil, 
J285 Control unit in dash panéPinsert 


pe J362 Immobiliser control unit 
= K Dash panel insert 
( © ) “ K1__ Main beam waming lamp 
’ K2 —Altemator warning lamp 
K65 Left tum signal warning lamp 
Ki Ko Kes Kos K94__ Right tum signal warming lamp 
12) 2-pin connector 
32a _32-pin connector 
ra ra rapa raza ss 
5 ES (8321) Positive connection 7 (30a) in main wiring harriess 
098 0.238 0.38 
ry wsisw wsisw 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
197 «198-199-2002 SGC TNS or orange 
AT os pink 
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> Front and rear fog light switch, Speedometer, High-pressure 
sénder, Control unit in dash panel insert, Dash panel insert, 
Front @nd rear fog light switch illumination bulb 


Current Flow Diagram 


gen AG. 


285 


32a ‘Wisea YfT32a 


E23 
G21 
G65 
J285, 
K 

140 

Téi 
Ti6a 
T32a 


Froniand rear fog light switch 
Speedometer 
High-pressure sender 


Dash panefinsert 

Front and reaf fog light switch illumination bulb 
6-pin connector 

16-pin connecter 

32-pin connect 


Earth connectioré2, in main wiring hamess 


Earth point, on tép end of steering column 


Earth point, under the centre console near gear stick 


035 035 «(085 (0.5 035 «035 Os 25 (26 
pins ron ahs or ree grige ign lit (58d), in main wiring hamess 
= Diagnostic Gonnection 
Le -2 Only CROSS models 
Ui 
ain 
i 
2 
Ea 
25 ws white 
ae sw = black 
ro = red 
rt red 
br = brown 
gn = green 
Ma bl blue 
gr = grey 
2 ti purple 
vi purple 
ge = yellow 
re es re ee ae ee se ve or = orange 
TTT rs. pink 
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Automated manual gearbox 
From April 2012 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J101 Radiator fan 2nd speed relay 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
$163 Fuse 2 (30), in battery fuse holder 
$164 Fuse 3 (30), in battery fuse holder 


S179 Fuse 7 (30), in battery fuse holder 
$180 Fuse 8 (30), in battery fuse holder 
a 


S268 Fuse 10 (30), in battery fuse holder 
* T1j Single connector 
Jes Tak 2-pin connector, in engine compartment 
7 T2ar 2-pin connector 
T9d 9-pin connector 


Jtor S101 Je 


10 
Sie $208 
( 1) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 
(507 ) Threaded connection (30), on battery fuse holder 
(8315) Positive connection 1 (30a) in main wiring hamess 


J (8322) Positive connection 8 (30a) in main wiring hamess 


Tear 


— Pes wi 
: sw = black 
J $ ro = red 
s t= red 
6 ® s br = brown 
- gn = green 
a ‘ bl blue 
¢ gr = grey 
i purple 
OF 4 = pape 
ge = yellow 


orange 
pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


J59  X-contact relief relay 
J404 Terminal 15 relief relay 
J623_ Engine control unit 
Téam 6-pin connector 

Téd 6-pin connector 

T9s 9-pin connector 


| D___Ignition/starter switch 


(366 ) Earth connection 1, in main wiring hamess 
(606) Earth point, under the centre console near gear stick 
oh (8272) Positive connection (30), in main wiring harness 


(B275) Positive connection (87), in main wiring hamess 


(8298) Positive connection 2 (30), in main wiring hamess 


(8300) Positive connection 4 (30), in main wiring hamess 


(B626) Positive connection 2 (15), in main wiring hamess 


(8729) Connection 1 (50), in main wiring hamess 


ws = white 
aii a ie 46 sw = black 

sw sw swit sw ro red 

rt red 

br brown 

- gn green 

Jezs bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

6 6 7 8 0 20 mM 2 2 m 8 6 7 2 or orange 
IE os pink 
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Driver door contact switch, Automatic gearbox control unit, 
Clutch actuator valve, Selector lever valve 1, Selector lever 
© valve 2, Selector lever valve 3 


oe Yam Vie Too Wine 
1 
1 


br ws/gn brign bosw celsw Swit 


F2 Driver door contact switch 


00 ie Vee ea J217 Automatic gearbox control unit 
an f J623_ Engine control unit 


N255 Clutch actuator valve 
N284_ Selector lever valve 1 
N285_ Selector lever valve 2 
15 036 10 N286,,oSelettar lever valves 
orsw mis NPIq Single connector 
SS Tir Single connector 
T2dz 2-pin connector 
Tea 2-pin connector 
, T2eb 2-pin connector 
food tesa: + Sieoa $ Tec 2-pin connector 
4 . Ti4c 14-pin connector, under cover for selector mechatism 
80-pin connector 


Earth connection 19, in main wiring harness 


weign geisw 
] 
[ree Tex Earth point 1, on front of left longitudinal member 
Nose C3 N25 a Connection 1 (powertrain CAN bus, high), in main wiring hafhess 

r2¢ r2dz = 

a ij — 
10 10 2 
sign swign . 

Ti4c_ 3 


10 10 0.35 
or or orlsw 

ws 

sw 

ro 

rt 

br d D 
60 0.35 gn 
br orisw bl 

or 

li 

vi 

ge 
a 0 8 2 8 8 8 6 FF a 82 or 

rTM rs 
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Gearbox input speed sender, Clutch position sender, Gear 
detection sensor, Automatic gearbox control unit 
200 ‘Wra0e Wra0e [ i 
it m Yes or ez 
Ge VoR?. “aes~ 08 os 0s 05 08 T14b 14-pin connector, under cover for selector mechanism 


grge = brig burt grit bo o T14c = 14-pin connector, under cover for selector meehanism 


5 T80b 80-pin connector a 
é ( 12 ) Earth point, on leftin engine compartment 8 


(a 


< G182_ Gearbox input speed sender 
G476 Clutch position sender 
[ Yr reo reo 6604 Gear detection sensor 


ee ee Coe Ud J217 Automatic gearbox control unit 
7 T2dy 2-pin connector 
T4aj_ 4-pin connector 
T4ak 4-pin connector 


Tac Brac Bric Brtac T14> Tt4b ap Arian Brtap Bria 
i 2 n3 na i 5 a 


0s 05 05 
blige birt. flsw 


Task fit4ak ff t4ak 
v4 A v2 


= 
Geos 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
@® w= puple 
ge = yellow 
a 44 4 4 4 4 4 5 St & 8 5 8 58 or orange 
EET os pink 
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Brake light switch, Brake pedal switch, Gearbox hydraulic 
pressure sender, Sensor 2 for gear detection, Automatic 
gearbox control unit 


F Brake light switch 

F47 Brake pedal switch 

G65_ High-pressure sender 
270 Gearbox hydraulic pressure sender 
G616 Sensor 2 for gear detection 

J17 Fuel pump relay 

J104 ABS control unit 

J217 Automatic gearbox control unit 

J365 Air conditioning system switch-off relay 
J623_ Engine control unit 
T3ap 3-pin connector 

T3j_3-pin-cannesior, 

J4at{pin connector 

J4m 4-pin connector 

T9q 9-pin connector 

19} 9-pin connector 
T14b  14-pin connector, under cover for selector inechanism 
738a_38-pin connector 
T80b 80-pin connector 


(B277) Positive connection 1 (15a) in main wiring hamess 


(8335) Connection 1 (54), in main wiring hamess 


Ws = white 
o.. Gs. ~-aas si = black 
swit swt -sw/on ro red 

rt red 

br brown 

" : gn oféen 

Jos 628 bl blue: 

or grey 

li purple 

vi purple 

ge = yellow 

v7 8 8 6 of 2 68 & 6 6 of 6 6 70 or orange 
ET os pink 


12.2012 


@ Suran/SpaceFox/SportVan No. 24/ 7 


Automatic gearbox control unit, Gearbox hydraulic pump 
relay, Selector lever sensors control unit, Hydraulic pump 
for gearbox 


Current Flow Diagram 


Js10 


Vs87 


Jos 


05 05 
swil —tige 


bos) baron Ne 
oe ooe Avi 


Ti0g  gTi0g 
mi a 


Jes? 


73 


4 75 76 7 78 79 20 at 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
ge = yellow 
orange 
pink 


J217 
J510 
J587 
J623 
T2dx 
Téah 
T10g 
T80b 


Automatic gearbox control unit 
Gearbox hydraulic pump relay 
Selector lever sensors control unit 
Engine control unit 

2-pin connector 

6-pin connector 

10-pin connector 

80-pin connector 

Hydraulic pump for gearbox 


Connection 1 (powertrain CAN bus, low), in main wiring harness 


) Connection (hydraulic pump warning lamp), in main wiring 


hamess 


Up to November 2012 
From November 2012 
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® Suran/S 


“|r 


bait 


0.35 
biws 


036! 


i 
0.35 
buws 


Tea 


05 
blws 


05 035 035 (08 35 036 
br br bign bis = oblws = blws rive 
raga fsa frzsa frie 
O MIT ANA ANIZ. ANID 

Jezs Jnos Jase Jg03 ass 
15 40 
br br 
& % 87 20 a 2 3 os 5 96 97 98 

ETT 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Handbrake warning switch, Brake fluid level warning 
contact, Automatic gearbox control unit 


Handbrake warning switch 
Brake fluid level warning contact 
ABS control unit 

Automatic gearbox control unit 
Airbag control unit 

Convenience system central control unit 
Parking aid control unit 

Engine control unit 

Radio 

2-pin connector 

2-pin connector 

8-pin connector 

16-pin connector 

16-pin connector 

23-pin connector 

38-pin connector 

75-pin connector 

80-pin connector 


) Earth connection 2, in main wiring harness 


) Earth connection 12, in main wiring harness 


) Earth connection 15, in main wiring hamess 


Earth point, on top end of steering column 


) Earth point, under the centre console near gear stick 


(B625) Connection (K-diagnosis wire), in main wiring harness 


Diagnostic connection 
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Starter motor relay, X contact relief relay 2, Starter motor 
relay 2 


J53__ Starter motor relay 
J339_X contact relief relay 2 

J623_ Engine control unit 

J695 Starter motor relay 2 

T90 9-pin connector 

T9p 9-pin connector 

T10h 10-pin connector 

T14a_ 14-pin connector, on left in engine compartment 


(368 ) Earth connection 3, in main wiring harness 


Earth point, under the centre console near gear stick 


Connection 3, in main wiring harness 
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Operating unit in steering wheel, Tiptronic switch in steering 
wheel to shift down, Multifunction buttons on left in steering 
wheel, Airbag coil connector and return ring with slip ring, 


3-pin connector 
5-pin connector 
5-pin connector 
6-pin connector 
16-pin connector 


Horn plate 
Esso 
7 1 1 1 1 £221 Operating unit in steering wheel 
bas [ Ey ny oh i E439 Tiptronic switch in steering wheel to shift down 
re) Multifunction buttons on left in steering wheel 
E221 Airbag coil connector and retum ring with slip ring 
| Hom plate 
4 3 


YT3an 
B 
Fiat 


Earth connection, in airbag wiring hamess 


Earth connection 18, in main wiring hammess 


Oily models with operating unit for radio 
*2 Diagnostic connection 


1300114 
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Operating unit in steering wheel, Tiptronic switch in steering 
wheel to shift up, Multifunction buttons on left in steering 
wheel, Multifunction buttons on right in steering wheel 


Exo E221 Operating unit in steering whee! 

E438 Tiptronic switch in steering wheel to shift up 

E440 Multifunction buttons on left in steering wheel 

( ® E441 Multifunction buttons on right in steering wheel 
E221 T3ao_3-pin connector 


8 8-pin connector 
T8m_8-pin connector 
Vea Sra a Cn Onn cr) 
Fat | Fiat ra [rit [rat | Fit 
a 
® Ease 
+ ¢ 
Tsao |t320 | T320 
tem [tem — | tem tem [tem [tem fram [it B 
Fit qviat_qvit Fiat quit qvial qviat Flat Flat Fiat 
Ca ee 


East 


127128 129: 180'—s1Bt 18218381 8H 186187138 199140 or 
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Fuse 2 on fuse holder C, Fuse 9 on fuse holder C, Fuse 13 
on fuse holder C, Fuse 19 on fuse holder C, Fuse 21 on fuse 
holder C, Fuse 38 on fuse holder B, Fuse 40 on fuse holder 
B, Fuse 48 on fuse holder B 


J393_ Convenience system central control unit 

R_ Radio 

SC2 Fuse 2 on fuse holder C 
C9 Fuse 9 on fuse holder C 
SC13_ Fuse 13 on fuse holder C 
SC19_ Fuse 19 on fuse holder C 
SC21 Fuse 21 on fuse holder C 
SB38_ Fuse 38 on fuse holder B 
SB40 Fuse 40 on fuse holder B 
SB48_ Fuse 48 on fuse holder B 
T3c 3-pin connector 

T8f &-pin connector 
723a 23-pin connector 

U5 12 V socket 


(8273) Positive connection (15), in main wiring hamess 


(8518) Connection (86s), in main wiring hamess 


Only models with operating unit for radio 


sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 
or grey 

ii purple 

vi purple 

ge = yellow 

“i 4284S Tt] 1SZ 1A or orange 
moO os pink 
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Rev. counter, Speedometer, Multifunction indicator, Control 
unit in dash panel insert, Dash panel insert, Alternator 


K warning lamp 
fe G2 J119 
G5 Rev. counter 
®© (3) ® [sses G21 Speedometer 
I 205 J119 Multifunction indicator 
( © J285 Control unit in dash panel insert 
K Dash panel insert 


K2 — Altemator waming lamp 
732a_32-pin connector 


(375 ) Earth connection 10, in main wiring harness 


aaa yiata Wyis2a raza raza T2208 ; = 
Fe (cee mee cee toe 3 % : eee 
can can (8340) Connection 1 (58d), in main wiring hamess 
= Only models with operating unit for radio 
03 405 05 035 08 
orsw bet orfbr_= br geisw grige 


05 08 
‘prisw arige 

ws = white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

155 0«C«tSG:S(tST=1SS:SCCtSD:SSCCMGDSCiCMST:S*<“‘teD:S*CitCSSSCitC(t StS St or orange 

no os pink 
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Anti-lock brake system (ABS) 
From April 2012 
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® Suran/SpaceFox/Sport Van Current Flow Diagram No. 25/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
$163 Fuse 2 (30), in battery fuse holder 
S177 Fuse 5 (30), in battery fuse holder 
$270 Fuse 12 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 


1) Earth strap, battery - body 


49 ) Earth point, near ..., near battery 


{507 ) Threaded connection (30), on battery fuse holder 


Only models with 110 A alternator 


white 
black 
red 
red 
brown 
green 
blue 
oer 
purple 
purple 
yellow 
orange 
pink 
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Ignition/starter switch, Terminal 15 relief relay 


D__Ignition/starter switch 
J404 Terminal 15 relief relay 


Téam 6-pin connector 
T9s 9-pin connector 
(8272) Positive connection (30), in main wiring hamess 
6060 


(B298) Positive connection 2 (30), in main wiring hamess 


(B346) Connection 1 (75), in main wiring harness 


160 25 
sw tt 
m =3 
30 
Team Wisam 
is a 
OWE 
swgn swe 
ws = white 
sw = black 
Ha To red 
switt aS ee 
66 brown 
gn°z green 
bl olue 
or grey’ 
li purple 
vi purple 
ge = yellow 
6 6 7 8 9 20 mM 2 2 2 8 2% WF 2 or orange 
TTT Ts pink 
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agen” end X-contact relief relay, Fuse 2 on fuse holder C, Fuse 23 on 
fuse holder C, Fuse 24 on fuse holder C, Fuse 38 on fuse 
holder B, Fuse 40 on fuse holder B 


E1 “GLight switch 

J59 contact relief relay 
J234 Airbag control unit 

SC2 Fuse on fuse holder C 
SC23_ Fuse 2%on fuse holder C 
SC24 Fuse 24’n fuse holder C 
SB38 Fuse 38 on fuse holder B 
SB40 Fuse 40 oiffuse holder B 
Téd 6-pin conne&tor 
T12a_12-pin connector 
T75a_75-pin connéstor 


( 366 ) Earth connection 1, in main wiring harness 


(606 ) Earth point, gnder the centre console near gear stick 


(8273) Positive cofnection (15), in main wiring harness 


(8275), Positivetonnection (87), in main wiring hamess 


(B300) Pasitive connection 4 (30), in main wiring hamess 


(B518) Connection (86s), in main wiring hamess 


switt 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
400 41a or orange 
rs pink 
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Rear right speed sensor, Front right speed sensor, Rear left 
speed sensor, Front left speed sensor, ABS control unit, 
ABS return flaw pump,relay, Front right ABS inlet valve, 
Frontight ABS outlet valve, ABS return flow pump 


G44 Rear right speed sensor 
J10e G45__ Front right speed sensor 
G46 Rear left speed sensor 
G47 _ Front left speed sensor 
wm i J104 ABS control unit 
Nog N100 wep v9 J105 ABS retum flow pump relay 
N99__ Front right ABS inlet valve 
® N100_ Front right ABS outlet valve 
T2ew 2-pin connector 
T2cx 2-pin connector 
T2cy 2-pin connector 
T2ez 2-pin connector 
= =e = = = 5 738a_38-pin connector 
ii8 31 Be Bo oe ee V39 ABS return flow pump 
(8739) Connection (rear right speed sensor +), in main wiring hames& 
5 28 08 5 o7s 7s (8740) Connection (rear right speed sensor —), in main wiring hamess 
s r sw ge sw ° 
(8741) Connection (rear left speed sensor +), in main wiring hamess 
(B742) Connection (rear left speed sensor -), in main wiring harness 
078 078 
sw or 
|. Tacy frzcy 
2 ian 
' ws = white 
sw = black 
G45 Ge Ga7 To red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
oe 4 4 6 7 4 4 «50 St 8&2 88 Ee or orange 
ET os pink 
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ABS control unit, Front left ABS inlet valve, Front left ABS 
outlet valve 


J104 ABS control unit 
J623_ Engine control unit 
N101_ Front left ABS inlet valve 
ai N102_ Front left ABS outlet valve 
T38a_38-pin connector 


(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 
P Niot ED oo = 
( ®@ ) (8390) Connection 1 (powertrain CAN bus, low), in main wiring harness 
38a 8a 8a 
fae fs 2 
Gn 
25 
gn 
Ba) 
025 036 
orsw orisw 
ws = white 
sw = black 
* * To red 
J623 J623' mt red 
‘ br = brown 
gn = green 
bl = blue 
gr = grey 
i purple 
vi purple 
ge = yellow 
87 58 59 60 6 2 6 a 6 66 67 68 6 20, or oranges 
roEETT ors = pink 
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Brake light switch, Brake pedal switch, ABS control unit, 
ABS solenoid valve relay, Rear right ABS inlet valve, Rear 
left ABS inlet valve 


F Brake light switch 
F47 Brake pedal switch 

sae G22 Speedometer sender 
J104 ABS control unit 
J106 ABS solenoid valve relay 

Dy Al J393 Convenience system central control unit 


133 Ni34 J623 Engine control unit 
10s Fh ig 
) N133_ Rear right ABS inlet valve 


N134_ Rear left ABS inlet valve 
T3i pin connector 
. A T4m 4-pin connector 
T14a_14-pin connector, on left in engine compartment 
23a 23-pin connector 
‘F38a_38-pin connector 


{ 55 ) “Earth point, next to ABS control unit 


(8335) Connéstion 1 (54), in main wiring hamess 


(8464) Connectidn (speed signal), in main wiring hamess 


| F 

1 1 = 

1 U 
0% 085 085 
vebl wail wa 

! 1 

1 § 
Xx Ti4a 
hy 


white 


J393 
1 black 
05 bs 
wsibl red 
1 brown 
green 
Nie blue 
Re grey 
purple 
Ge purple 
yellow 
nm 2 3 Th 7 orange 
pink 
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195 Nize 


40 05 1.0 
ign bis rtige 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
f bl blue 
or grey"9\ 
ii purple 
vi purple 
ge = yellow 
6 «6 7 «8 eo m % 2 8 8 8 8 7 98 or orange 
ET os pink 


J104 
J393 
J623 
N135 
N136 
T16a 
123a 
T38a 


(B625) 


ABS control unit, Rear right ABS outlet valve, Rear left ABS 
outlet valve 


ABS control unit 

Convenience system central control unit 
Engine control unit 

Rear right ABS outlet valve 

Rear left ABS outlet valve 

16-pin connector 

23-pin connector 

38-pin connector 


Connection (K-diagnosis wire), in main wiring hamess 


Diagnostic connection 
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@ 


Suran/SpaceFox/Sport Van 


Current Flow Diagram 


G2 


© 


3285 


Kar 


ke 
Yftsza 1323 taza ts28 
f 22 4 126 
can Gi 
1 
0.35 35 035° «(0850.35 
bliws corr wsibl ler 0G 
| 
| 
| 
sw 
39 100101 102 108 tO 105106 107 108 MQpapa to 114. 112 


white 
black 
red 
red 
brown 
green 
blue 
grey. 
purple 
purple 
yellow 
orange 
pink 


No. 25/ 


) 


Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp, ABS 
warning lamp 


GS 
G21 
J285, 
K 
K2 
K47 
T32a 


(B277) 


Rev. counter 

Speedometer 

Control unit in dash panel insert 
Dash panel insert 

Alternator warning lamp 

ABS waming lamp 

32-pin connector 


Positive connection 1 (15a) in main wiring hamess 
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Basic equipment 
From April 2012 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
$163 Fuse 2 (30), in battery fuse holder 
S269 Fuse 11 (30), in battery fuse holder 
TAay Singlecannector 
T1j Single connector 
Tak 2-pin connector, in enging compartment 
T2ar 2-pin connector 


1) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse hélder 


'B320) Positive connection 6 (30a) in main wiring hamess 


WS05= white 
sw “black 
ro réd 

rt red 

br brown 
gn = green 
bl blue 
or grey 

ii purple 
vi purple 
ge = yellow 
or orange 
rs pink 
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05 05 05 
swign swit wit 
16 16 7 18 19 20 2 2 23 24 25 26 2 28 
CE7TIVRTTT 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Ignition/starter switch, X-contact relief relay, Terminal 15 


relief relay 
D___Ignition/starter switch 
J59_ X-contact relief relay 


J404 
Téam 
Téd 
T9s 


(B272 


(B346, 


Terminal 15 relief relay 
6-pin connector 
6-pin connector 
9-pin connector 


Positive connection (30), in main wiring hamess 


Connection 1 (75), in main wiring harness 
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Fuse 27 on fuse holder B, Fuse 28 on fuse holder B, Fuse 
AGG. 33 on fuse holder B, Fuse 39 on fuse holder B 


fe Z J17_ Fuel pump relay 
t SB27 Fuse 27 on fuse holder B 
a SB28 Fuse 28 on fuse holder B 
40 +. SB33_ Fuse 33 on fuse holder B 
vs % SB39_ Fuse 39 on fuse holder B 
T9j 9-pin connector 
“E16a_16-pin connector 


(8298) Positive connection 2 (30), in main wiring hamess 


(8299) Positive connection 3 (30), in main wiring hamess 
18 —_7* 
ts < 


(B316) Positive connection 2 (30a) in main wiring hamess 


5 (B317) Positive connection 3 (30a) in main wiring hamess 


ISBse (B634)=Positive connection 2 (87), in main wiring hamess 
= 3 Diagnostic connection 
fab 
18 
ols 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 0 8m 2 8 * © © F 6 © 4 4 @2 or orange 
RT os pink 
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Fuse 31 on fuse holder B, Fuse 32 on fuse holder B, Fuse 
42 on fuse holder B, Fuse 43 on fuse holder B, Fuse 48 on 
fuse holder B 


SB31 Fuse 31 on fuse holder B 
SB32 Fuse 32 on fuse holder B 
SB42 Fuse 42 on fuse holder B 


25 40 SB43_ Fuse 43 on fuse holder B 
arige switt SB48 Fuse 48 on fuse holder B 
T8d —8-pin connector, behind dash panel, centre 
a (8274) Positive connection (S8L), in main wiring hamess 
4 = 
| (8275) Positive connection (87), in main wiring hamess 
25 25 Iq — 
swibr Sit (8543) Positive connection (58R), in main wiring hamess 
‘y I. (B642) Positive connection (68), in main wiring hamess 
( ISBa8 ISB42 ) 
Ee EA 
x f48b 1 42a 
5 
05 15 60 25 
swit swige swige swige 
ws = white 
sw = black 
ro red 
% rt red 
br brown 
7 gn green 
bl blue 
or grey .~! 
li purple 
3 vi purple 
"ge = yellow 
a 4 4 4 4 4 4 5 St 8 8 5 8 58 or orange 
ETT os pink 
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87 


58 


9 


et 


cy 


er 


‘white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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Reversing light switch 


F4 
SB25 
SB36 
SB37 
SB38 
SB40 
SB41 
SB47 
T2al 


(B273) 
'B336) 


(B456, 


Reversing light switch 
Fuse 25 on fuse holder B 
Fuse 36 on fuse holder B 
Fuse 37 on fuse holder B 
Fuse 38 on fuse holder B 
Fuse 40 on fuse holder B 
Fuse 41 on fuse holder B 
Fuse 47 on fuse holder B 
2-pin connector 


Positive connection (15), in main wiring hamess 


Connection 2 (64), in main wiring harness 


Connection (56b), in main wiring hamess 


Only models with multifunction steering wheel or driver and front 
passenger airbags 
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Socket illumination bulb, 12 V socket 2 


0:35 
oeisw 
b 
Isc2 
oe 
tn na 


swige 


n 


72 73 4 75 76 7 78 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


142 
sc2 
$c20 
SB35, 
T3ak 
U18 


(B643) 


Socket illumination bulb 
Fuse 2 on fuse holder C 
Fuse 20 on fuse holder C 
Fuse 35 on fuse holder B 
3-pin connector 

12 V socket 2 


Connection 2 (56a), in main wiring harness 


Up to November 2012 
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Light switch, Turn signal switch, Headlight dipper and 
flasher switch, Parking light switch, Horn plate, Horn 
activation contact ring 


E1 Light switch 
E2 Tum signal switch 
E4 Headlight dipper and flasher switch 
E19 Parking light switch 
H Hom plate 
H23 Hom activation contact ring 
Tig Single connector 
Tih Single connector 
T12a_12-pin connector 


(678 ) Earth point, on steering wheel 


{B300) Positive connection 4 (30), in main wiring hamess 


Onf¥-models with multifunction steering wheel or driver and front 
passendéf airbags 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi = purple 
ge), = yellow 
6 «6 7 «8 eo mm % 2 8 8 8 8 WF 98 or orange 
TTT «= rs- = pink 
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Fuel gauge sender, Fuel system préssurisation pump, 
Headlight main beam relay, Dipped beamtelay 


G Fuel gauge sender 

G6 Fuel system pressurisation pump 
J12 Headlight main beam relay 
J331 Dipped beam relay 

4) 4-pin connector, near fuel pump 


eS a T10i10-pin connector 
@ - (366) Earth connection 1, in main wiring harness 
* uU = (606 ) Earth point, under the centre console near gear stick 
i | | | - 

05 05 «05 Os 

sw 

ry Ary ray 

A f 
15 45 085085 
or bie brisw ri 


ws = white 
3 sw = black 

7 or ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

9 100 03 10k 10506107108 ttt or orange 
RET os pink 
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Hazard warning light switch, Hazard warning light relay, 
Indicator lamp for hazard warning light, Socket illumination 
bulb, 12 V socket, Number plate light 


E3 — Hazard waming light switch 
J2 Hazard warming light relay 
K6 Indicator lamp for hazard warning light 
L42 Socket illumination bulb 

T2ax 2-pin connector 

2-pin connector 

3-pin connector 

&-pin connector 

9-pin connector 

12 V socket 

Number plate light 


Laz 


& 


Earth connection 3, in main wiring hamess 
Earth point, under the centre console near gear stick 


‘Positive connection 2 (58), in main wiring hamess 


Connectidn (49a), in main wiring hamess 


= Only smoker¥ersion models 
-2. Only models with multifunction steering wheel or driver and front 
passenger airbags 


swige — swige grign —grign 


1300«18— 157 


12.2012 


No. 26/ 11 


Driver door contact switch, Front passenger door contact 
switch, Handbrake warning switch, Brake fluid level warning 
contact, Front interior light, Glove compartment light 


F2 Driver door contact switch 
F3 Front passenger door contact switch 
F9 Handbrake waming switch 
F34 Brake fluid level waming contact 
Tic Single connector 
Tid Single connector 
Tai 2-pin connector 
T2dg 2-pin connector 
T2v 2-pin connector 
T3e 3-pin connector 
Ti6a_16-pin connector 
W1 Front interior light 
Glove compartment light 


Earth connection 2, in main wiring harness 


35 0.35 


bin Earth connection 10, in main wiring hamess 


Earth connection 12, in main wiring hamess 


Earth point, on top end of steering column 


Earth point, under the centre console near gear stick 


Diagnostic connection 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


127 or 
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Right tail light bulb, Left tail light bulb, Rear left turn signal 
bulb, Rear right turn signal bulb, Left brake light bulb, Right 
brake light bulb, Left reversing light bulb, Right reversing 
light bulb 


M2_— Right tail light bulb 
M4 Left tail light bulb 

M6 Rear left tum signal bulb 
M8 Rear right tum signal bulb 
M9 _ Left brake light bulb 

M10__ Right brake light bulb 
M16 _ Left reversing light bulb 
M17 __ Right reversing light bulb 
T5p _5-pin connector 

T5q _5-pin connector 


( 21 ) Earth point, near fuel pump 


( 50 ) Earth point, on left in luggage compartment 


(372 ) Earth connection 7, in main wiring harness 


(B335) Connection 1 (54), in main wiring hamess 


ae 7 ws = wht 
sw = black 

ro red 

rt red 

br = brown 

gn = green 

bl blue 

gr = grey 

ii purple 

® © vi = purple 
ge = yellow 

“i 42814 STDS R18 or = orange 
TERT «= rs = pink 
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Brake light switch, Brake pedal switch, Fresh air blower and 
radiator fan relay, Additional brake light bulb, Radiator fan, 
Heated rear window 


F Brake light switch 
F47 Brake pedal switch 
05 J209 Fresh air blower and radiator fan relay 
J623_ Engine control unit 
K M25 Additional brake light bulb 
Te Nop T1k Single connector 
is 2 Til Single connector 
T2de 2-pin connector 
T2du 2-pin connector 
T4m 4-pin connector 
T5b _5-pin connector, behind rear left side trim, near wheel arch 
T9c 9-pin connector 
V7 Radiator fan 
Z1_—_Heated rear window 


tam fit4m 


a ( 50 ) Earth point, on left in luggage compartment 
( 98 ) Earth connection, in rear lid wiring hamess 
(671) Earth point 1, on front of left longitudinal member 
Je23 623 x 
(8277) Positive connection 1 (15a) in main wiring hamess 
(8347) Connection 2 (75), in main wiring hamess 
ws = white 
sw = black 
ro red 
rt red 
br brown 
J gn = green 
or bl blue 
or grey 
© ii purple 
vi purple 
ge = yellow 
185 OSGi“ ST1SSSSCCtSD:SCtCMGDSCiCtST:S*C“‘iteD:S*C(tSSCtC (SSCS or orange 
IR os pink 
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035 
wsisw 


15 
swiws 


16 16 
swign swign 


10086 
swign swign 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Left headlight twin filament bulb, Right headlight twin 
filament bulb, Left side light bulb, Right side light bulb, Front 
left turn signal bulb, Front right turn signal bulb 


Li 
12 
M1 
M3 
MS 
M7 
T2am 


T2ani 


T2w 
T2x 
T3h 


Left headlight twin filament bulb 
Right headlight twin filament bulb 
Left side light bulb 

Right side light bulb 

Front left tum signal bulb 

Front rightaumsigharbuben 
2:pitt connector 

*2-pin connector 

2pin connector 

2pin connector 

3-pin connector 

3-pin connector 


) Earth point, on left in engine compartment 


) Earth connection 4, in main wiring hamess 


Positive connection (left tum signal bulb), in main wiring hamess 


Positive connection (right tum signal bulb), in main wiring hamess 
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Airbag coil connector and return ring with slip ring, Horn 
@) plate, Horn or dual tone horn, Dual tone horn relay 


F138 Airbag coil connector and retum ring with slip ring 
H Hom plate 
AG. Volkswagenld}. Hom or dual tone hom 
jorsn® J4° “°Byal tone hom relay 
7 J879 Contrékunit for interactive system 
T2z 2-pin conriéetor 
TSg 5-pin connector 
T5k  5-pin connector 
T9h 9-pin connector 
10-pin connector 


or 


) Earth connection, in airbag;wiring hamess 


ain wiring hamess 


(B727) Connection (71a), in main wiring hamess 


Only models with driver and frorit passenger airbags 

Only models with detachable opgrating unit for radio 

Only models with multifunction steering wheel or driver and front 
passenger airbags 


. i E I Fie 


15 05 05 0.35 15 
i brige beige swibl 


15 15 15 "Plo, of 
swiol brisw sw M 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1e3 tes 185185187 1Bt9s1KTssts tS 105198 or orange 
RET os pink 
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40 035 036 40 
swt swit swt swt 
| m 
av ror Es ger A 
ww! we zs 
Visa J301 
01 
A10F 
Virsm Prem ram 5 
oe | 40 z 035 
orisw 1 swior or 
035 150 15025 
grisw grisw — swiws — swigr 
Tio 75 15 
- A 3 
oe { i 
Nos 
197198 199 200 st mB 


Fresh air blower switch, Fresh air blower series resistor with 


overheating fuse, Fresh air blower 


E9 Fresh air blower switch 
J301 Air conditioning system control unit 
N24 Fresh air blower series resistor with overheating fuse 
T2ba 2-pin connector 
T4v 4-pin connector 
Ts! _5-pin connector 
T5m 5-pin connector 
T8d _8-pin connector, behind dash panel, centre 
TOF 10-pin connector 
V2 Fresh air blower 
154. Fresh air and air recirculation flap control motor 
( 97 ), Earth connection 1, in air conditioning system wiring hamess 


) Earth,point, under the centre console near gear stick 


) Connectién 2, in evaporator housing unit wiring hamess 


Connection in evaporator housing unit wiring hamess 


) Connection (82), in air conditioning system wiring harness 
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Immobiliser reader coil, Oil pressure switch, Fuel gauge, 
‘Multifunction indicator, Immobiliser contro}.unit, Dash panel 


K insert, Left turn signal warning lamp, Right tarn signal 
119 Gi ¢ warning lamp, Electronic power control fault lamp 
ae ® [2888 2 3 D2__ Immobiliser reader coil 2 
; F22 Oil pressure switch 


[a , 
i 
co 
® 


2 G1 Fuel gauge 
: S G22 Speedometer sender Z 
J119° Multifunction indicator 2 
J285 Control unit in dash panel insert 


Kes “Kos : J362_ Immobiliser control unit 2 
= J623_ Engine control unit 3 
Twa Yigze rss W128 K___ Dash panel insert 
me yn fo K65 Left tum signal warning lamp 


K94__ Right tum signal warming lamp 3 
K132 Electronic power control fault lamp g 

035 035 0855 Tila Single connector 

swign swignbrisw sw g 12] Z@eaeennector 


C T3i 3-pin connector : 
T14a_14-pin connector, on left in engine compartment S 
2 32a _32-pin connector s 


(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 


(8390) Connection 1 (powertrain CAN bus, low), in main wigifig harness 


os 2 (B464) Connection (speed signal), in main wiring hamiéss 
Tia 
* i 
J623 J623 
05 
sswign 
I. i 
T sw = black 
Fo2 ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
210-2122 a or orange 
TRTTIT rs, pink 
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Coolant temperature gauge, Rev. counter, Speedometer, 
Control unit in dash panel insert, Dash panel insert, Main 
beam warning lamp, Alternator warning lamp, Reserve fuel 
Gat G3 Gs warning lamp, Brake system warning lamp 


&© por © G3__ Coolant temperature gauge 


GS Rev. counter 


( el) ) G21 Speedometer 


J285 Control unit in dash pane! insert 
| Poe 


K Dash panel insert 

KI Main beam waming lamp 
kswagen 4, K2 Alternator warming lamp 
K105_ Reserve fuel warning lamp 


K2 Ki K105 


ye ye Ye Ye ze SO rs2s Praca Yreza “9 K118 Brake system warming lamp 
is* Ja Jee’ Eos Acs ame (ee (2a Ne Ti6a_16-pin connector 
32a _32-pin connector 
02 095 «035 08s 025 © 035.036 %,. (B340) Connection 1 (68d), in main wiring hamess 
sv) iswgelswwais crise orion bie e 
1 = 
it (8625) Connection (K-diagnosis wire), in main wiring hamess 
~Z Only smoker version models 
! mw *2 © Diagnostic connection 
-3. 3Up to November 2012 
05 08 
= grige grige =] 
08 
is 8 
= 16a 
7 
iH 
J E 
white 
black 
red <2 
red 
‘Brown 
9 green 
blue 
grey 
purple 
purple 
yellow 
ee ee ee ee ee ee ee orange 
pink 
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Airbag systems 
From April 2012 


05.2012 


Suran/SpaceFox/SportVan Current Flow Diagram No. 27/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


( 1.) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 or orange 
rs pink 
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05 
‘swign 


os 
swipe 


20 


2 


23 


24 25 26 


a 28 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


No. 27/ 


Ignition/starter switch, X-contact relief relay, Terminal 15 


relief relay 
D___Ignition/starter switch 

J59_ X-contact relief relay 

J404 Terminal 15 relief relay 
Téam_ 6-pin connector 

Téd _6-pin connector 

T9s 9-pin connector 
(366 ) Earth connection 1, in main wiring harness 
(606 ) Earth point, under the centre console near gear stick 
(8272) Positive connection (30), in main wiring hamess 
(8275) Positive connection (87), in main wiring hamess 
(8298) Positive connection 2 (30), in main wiring hamess 
(8300) Positive connection 4 (30), in main wiring hamess 
(8346) Connection 1 (75), in main wiring harness 


3 
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No. 27/ 4 


es v 5a 
Feeee (25 


035 = (0.35 
bign lM or bt 


5a 
54 


0.38 
biws 


0.35 05 0.35 
bign bs bs 


- T16a 
Ni31 Je23 Kk 
r2cu 
fa 
29 20 at 32 3 cy 6 36 a7 39 40 a 42 
CR7TOTRINETT 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Airbag coil connector and return ring with slip ring, Airbag 
control unit, Driver side airbag igniter, Front passenger side 


airbag igniter 1 


F138 Airbag coil connector and retum ring with slip ring 
J234 Airbag control unit 
J623 Engine control tit 

N95 _ Drivel“Side airbag igniter 
Front passenger side airbag igniter 1 
Taw 2-pin connector 
ST2cu 2-pin connector 

T5q _5-pin connector 

T5k 5-pin connector 

Ti6a_16-pin connector 

T75a_75-pin connector 


(B625) Connection (K-diagnosis wire), in main wiring harness 


Diagnostic connection 


YU 


Wy 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 27/ 5 


Belt tensioner switch 1, Belt tensioner switch 2, Airbag 


control unit 
F158 Belt tensioner switch 1 
F159 Belt tensioner switch 2 
( J234 Airbag control unit 
Vo os uU uU J393 Convenience system central control unit 
Hid oe ae ee T2ei 2-pin connector 
T2ej 2-pin connector 
723a 23-pin connector 
T75a_75-pin connector 
(8273) Positive connection (15), in main wiring hamess 
0.35 05 96200" 0S 
sw s sw 
40 
swt 
rei 12! rej it26) 
H H 
- - 
Fiss F189 me - wil 
sw = black 
ro red 
rt red 
br brawn 
gn green 
bl blue 
‘er grey 
li purple 
vi purple 
ge yellow 
6B 44 4 46 47 948 49 50 Bt CCC or orange 
TTT rs pink 


05.2012 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 27/ 6 


Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp, Airbag 
warning lamp 


G5 Rev. counter 
G21 Speedometer 
K J48_ Heated rear window control relay 


J285 Control unit in dash panel insert 
ue ot J623 Engine control unit 
® ® K Dash panel insert 

K7s K2 — Altemator warming lamp 


K75 Airbag warning lamp 
C2 Fuse 2 on fuse holder C 
SC6 Fuse 6 on fuse holder C 
T9i  9-pin connector 


— 
L- 


we 132a_32-pin connector 
(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 
32 732 s 
4 as 122 7 — 
5 can 
(8390) Connection 1 (powertrain CAN bus, low), in main wiring harness 
935 035 0.35 2.36 
“ti gelsw ort ‘is 
035 (035 Pe 
swipe ower ofS ha ereiny 
> ro red 
rt red 
z br brown 
v8 » gn = green 
ue are bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
7 8 9 oo oe Od 6 OV"  c of 68 6 70 or orange 
TTT os, pink 


05.2012 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 28/ 1 


Fog light 
From April 2012 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 28/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, on left in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near SSngar battery 


(507 ) Threaded connection (30), on Battery fuse holder 


758 


al 


white 
black 
Ted 
red 
brown 
green 
Blue, 
grey 
purple 
purple 
yellow 
orange 
pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 28/ 3 


Ignition/starter switch, Terminal 15 relief relay 


D__Ignition/starter switch 

12 Headlight main beam relay 
J33PesBipped beam relay 

J404  Terfftinal 15 relief relay 
SC2 Fuse 2 6fiduse holder C 
Téam_ 6-pin connector 

T9a _9-pin connector 

T9b 9-pin connector 

T9s 9-pin connector 


(8272) Positive connection (30%gin main wiring hamess 


Positive connection 2 (30), ip main wiring hamess 


(B346) Connection 1 (75), in main wiring harness 


ws = white 
as, jae sw = black 
swit wit ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 m 2 82 mM 8 6 WF 2B or orange 
TAIT «Ts pink 
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Fuse 1 on fuse holder C, Fuse 3 on fuse holder C, Fuse 7 
on fuse holder C, Fuse 17 on fuse holder C, Fuse 32 on fuse 


ee) holder B, Fuse 38 on fuse holder B 
S) SC1_ Fuse 1 on fuse holder C 


SC3_ Fuse 3 on fuse holder C 


a SC7 Fuse 7 on fuse holder C 
7. ok On SC17_ Fuse 17 on fuse holder C 
SB32_ Fuse 32 on fuse holder B 
SB38_ Fuse 38 on fuse holder B 
(8273) Positive connection (15), in main wiring hamess 
qela ab = 
(8642) Positive connection (58), in main wiring hamess 
SBs2 SB3e 7 
Ee oA = 
(8726) Positive connection 2 (58), in main wiring hamess 


| = 


7 swit 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 

a 0 8 2 8 * © © F 6 © 4 4 42 or orange 
RT os pink 
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Light switch, Turn signal switch, Headlight dipper and 
flasher switch, Parking light switch, Horn plate, Horn 
activation contact ring 


E1 Light switch 
E2 Tum signal switch 
E4 Headlight dipper and flasher switch 
E19 Parking light switch 
H Hom plate 
H1 Hom or dual tone hom 
H23 Hom activation contact ring 
J2— Hazard waming light relay 
J12_ Headlight main beam relay 
J331 Dipped beam relay 
Tig Single connector 
Tih Single connector 
12z 2-pin connector 
T9a_9-pin connector 
T9b 9-pin connector 
T91_ 9-pin connector 
T12a_12-pin connector 


(678 ) Earth point, on steering wheel 
(8300) Positive connection 4 (30), in main wiring hamess 
(8727) Connection (71a), in main wiring hamess 


> (B728) Connection (49a), in main wiring hamess 


bi Only models with multifunction steering wheel 
*2 Only CROSS models 
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Front and rear fog light switch, Front and rear fog light switch 
illumination bulb 


£23 Front and rear fog light switch 

L40 Front and rear fog light switch illumination bulb 
Téi _6-pin connector 
T16a_16-pin connector 


0s 1025028 ( Se ge eas 
oige Sins: cay bint (367 ) Earth connection 2, in main wiring harness 
(605 ) Earth point, on top end of steering column 
a ie hd Earth point, under the centre console near gear stick 
Ez3 5A 
= * Diagnostic connection 


87 
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n 


72 


73 


4 


75 


76 


78 


79 


20 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Fog light relay, X-contact relief relay 


J5 
J12 
J59 
Téd 
T9b 
T9r 


( 366 


( 606 


(B275) 


(B338) 


(B644, 


Fog light relay 

Headlight main beam relay 
X-contact relief relay 

6 pin connector 

9-pin connector 

9-pin connector 


Earth connection 1, in main wiring harness 


Earth point, under the centre console near gear stick 


Positive connection (87), in main wiring hamess 


Connection 1 (56), in main wiring harness 


Connection 3 (56a), in main wiring harness 


Only CROSS models 
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Rear fog light bulb, Left fog light bulb, Right fog light bulb, 
Left main beam headlight and fog light bulb, Right main 
beam headlight and fog light bulb 


L20 Rear fog light bulb 
L22 Left fog light bulb 
L23 Right fog light bulb 
M94__Left main beam headlight and fog light bulb 
M95__ Right main beam headlight and fog light bulb 
T2aq_ 2-pin conneatorVolkswagen aq 
T2ee .2-piri'Connector = 88n, 
Tay 2-pin connector » Naz 
.<F4am 4-pin connector 
* T4an 4-pin connector 
| ( 21 ) Earth point, near fuel pump 
$ ( 50 ) Earth point, on left in luggage compartment 
10 25 1518 18 25 25 3 a 
wsige swivi swivi swigr swivi swivi swhvi — 
(372) Earth connection 7, in main wiring harness 
ye ee a (381) Earth connection 16, in main wiring hamess 
(671) Earth point 1, on front of left longitudinal member 
taan fftéan os 
1 3 ™ 
ia | « 5 is is (B554) Connection (fog light), in main wiring hamess 
en Only CROSS models 
Tee s12aq Ty 
10 18 25 25 
or or or br 
© : 
| | 7 >, 
To =Ae 
is ” 2) 
25 25 br 
or or an 
bl 
or 
@ : 
vi 
ge 
e 68 8 2 8 96 97 or 
TRE rs 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Right turn signal warning lamp 


G5 Rev. counter 
G21 Speedometer 
ao J285 Control unit in dash panel insert 
Pe ors K Dash panel insert 
K94__ Right tum signal warming lamp 
‘M7 Front right tum signal bulb 
TX, 2-pin connector 


® 
@®e 


T32a *32-pin connector 
I J205 —~ 
( ® ) (8340) Corpection 1 (58d), in main wiring hamess 
| | o (8631) Positive épnnection (right turn signal bulb), in main wiring hamess 
2a E Tada 32a 
fe 28 ri he 
035 035 05 035 025 
tr er oie = B swign sw 2 
05 1 10 aio 
sige swign — swign 
ws = white 
sw = black 
ro = red 
rt red 
br = brown 
to gn = green 
of bl blue 
M7 Roney 
fi purple 
vi purple 
ge = yellow 
a ee ee ne ne ne ne eT ne cc or = orange 
TOT «= rs = pink 
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Control unit in dash panel insert, Dash panel insert, 
Alternator warning lamp, Left turn signal warning lamp 
J285 Control unit in dash panel insert 


K Dash panel insert 
K2 — Altemator warming lamp 


Pe K65__Left tum signal warning lamp 
M5__ Front left tum signal bulb 
R Radio 


TZam 2-pin connector 
T8f &-pin connector 
( 285 32a _32-pin connector 


® 


(8518) Connection (86s), in main wiring hamess 


iss) MS (8630) Positive connection (left turn signal bulb), in main wiring hamess 


‘322 32a 32a 
4 7 6 


bl orig 


05 05 
celsw — geIsw 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Tam TE 
F 4 


1300«118—C 15 1181212128128 1285128 
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Air conditioning system 
From April 2012 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 29/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 

B Starter 

Gq. Altemator 

C1 “Yaitage regulator 
J623. Engineantrol unit 
S162 Fuse 1 (30)/ig battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
$164 Fuse 3 (30), in battery fuse holder 
$269 Fuse 11 (30), in battéfy fuse holder 
T1j Single connector 
Tak 2-pin connector, in engin@.compartment 
T2ar 2-pin connector 


( 1.) Earth strap, battery - body 


—i 


0.35 


( 49 ) Earth point, near ..., near battery: 


(507 ) Threaded connection (30), on battery fuse holder 


LT2ak 


6 o 6 96 
Ise Qs Ds f] 


ws = white 
sw = black 
ro red 
rt red 
br brown 
=a gn = green 
oe bl blue 
or grey 
li purple 
@ w= purple 
ge = yellow 
1 2 3 4 5 6 7 2 9 Cn nn or orange 
TTT Ts pink 
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Ignition/starter switchy X-contact relief relay, Terminal 15 
relief relay 


D___Ignition/starter switch 

J59. X-contact relief relay 
J404/ Terminal 15 relief relay 
Téam pin connector 

Téd 6-pin connector 

T9s 9-pin connector 


(366 ) Earth connection 1, in main wiring harness 
(606 ) Earth point, under the centre console near gear stick 


(B272) Positive connection (30), in main wiring hamess 


25 ® 
ft (8298) Positive connection 2 (30), in main wiring hainess 
| (8300) Positive connection 4 (30), in main wiring Kamess 
is % : 
(8346) Connection 1 (75), in main wiring hamess 
* For models with convenience system 
3 i Tam 
fi le ye 
5 fs Is 
os 25 05 08 
br fisw — swign swige 
G24) 
ws = white 
as 05 sw = black 
ie swit ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 m 2 2 m4 8 2% WF 2 or orange 
ITT Ts pink 
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J301 
®) Denso 
u Of Wor v 10f u 10f u 10f 
7 eyo Ts A 
08 08 oss 
won t ow 
ra a © 
i 
05 025 os 038 «0s | 4040 
swt ris bart brie Swit swt swit 
ne 
BY ga’ Bh 
O 
4 
J623 4 
Vi54 
25 ass 
switt grige grige 
po #2 so 6 , 8 © 40 


Air condi 
recirculation flap control motor 


J301 
J623 
T4v 
T8d 
T10F 
V154 


(B340) 


ning system control unit, Fresh air and air 


Air conditioning system control unit 
Engine control unit 

4-pin connector 

8-pin connector, behind dash panel, centre 
10-pin connector 

Fresh air and air recirculation flap control motor 


Connection 1 (8d), in main wiring hamess 


Connection (87), in air conditioning system wiring harness 
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Fresh air blower switch, Air conditioning system control unit, 
Fresh air blower series resistor with overheating fuse, Fresh 
—_ air blower 


&) Denso 


T10F 
B 


E9 
J301 
N24 
T2ba 


Fresh air blower switch 
Air conditioning system control unit 

Fresh air blower series resistor with overheating fuse 
2-pin connector 


TS! _5-pin connector 
4 \AG. Volkswagen T5m 5-pin connector 
: 0es,T8d —&-pin connector, behind dash panel, centre 
T1Qt,,, 10-pin connector 
V2. “Fresh air blower 


( 97 ) Earth Gépnection 1, in air conditioning system wiring hamess 


) Earth point, under the centre console near gear stick 


) Connection 2, in éyaporator housing unit wiring hamess 


Ea 


( L8 ) Connection 4, in evaforator housing unit wiring hamess 


swior or 


43 4 45 46 a7 48 49 50 a1 62 53 
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Air conditioning system control unit, Fresh air and air 
recirculation flap control motor 


jor J301 Airconditioning system control unit 
J623  Engine'Control unit 
Dror Gao Téal_ 6-pin connector 
7 G T8d _8-pin connector, Behind dash panel, centre 
x T10F 10-pin connector 
/ V154 Fresh air and air recirculation flap control motor 
& (76) Connection (87), in air conditioning system wiring harness 
028 028 028 05 
an ws t bilge 
Ted red red 
A 5 
05 0.35 035 «4035 «4035025 25 O05 
sw nsw we 9 a nt >sorige 
Téai Teal [a ss 
a, Ra 
oO Fi z 
Ted 
Je23 i 4 
Vise bai 
25 sw 
Swit ro 
tt 
br 
gn 
bl 
or 
ii 
vi 
ge 
7 8 8 6 of 2 68 & 6 6 of 6&8 6 70 or 
ET os 
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Fresh air blower switch, Air conditioning system control unit, 
Fresh air blower series resistor with overheating fuse, Fresh 


J301 air blower 
( : © _ Valeo : E9 Fresh air blower switch 
ror sr 4J301 Air conditioning system control unit 


N24 _ Frash air blower series resistor with overheating fuse 
T2ba_2-pin connector 
J T4ao_ 4-pin connector 
* T5m_5-pin connector. 
T8d__8-pin copnettor, BEAINA Wash panel, centre 
T10f_\:t04Bin connector 
2°" Fresh air blower 


{ 97 ) Earth connection 1, in air conditioning system wifing harness 


(606 ) Earth point, under the centre console near gear stick 


( Lé ) Connection 2, in evaporator housing unit wiring hamess 


( L8 ) Connection 4, in evaporator housing unit wiring hamess 


10 28 ws = white 
~ bid a sw = black 
ro red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ti purple 
vi purple 
ge = yellow 
n 2 3 wf % 7% 7 7% 7 oO 8 2 8 84 or = orange 
OMIT os pink 
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High-pressure sender, Air conditioning system switch-off 
relay, Air conditioning system magnetic clutch 


High-pressure sender 
Air conditioning system switch-off relay 
Engine control unit 

conditioning system magnetic clutch 
2-pin,connector 

3-pin Gennector 

10-pin connector 

16-pin confiector 


Earth connection 2, in main wiring harness 


(605 ) Earth point, on tép end of steering column 


) Earth point, underthe centre console near gear stick 


(8277) Positive connectio® 1 (15a) in main wiring hamess 


Diagnostic connection 
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Radiator fan 2nd speed relay, Fresh air blower and radiator 
fan relay, Radiator fan series resistor, Radiator fan 


J101 Radiator fan 2nd speed relay 
J209 Fresh air blower and radiator fan relay 
J623 Engine control unit 


40 40 10 40 Radiator fan series resistor 
aw wisw 2-pin connector 
3-pin connector 
en 9-pin connector 
2 9-pin connector 
a Radiator fan 
+ (378 | Earth connection 13, in main wiring hamess 
ed é 
is 
a7 
Earth point 1, on front of left longitudinal member 
10 PoSitive connection 6 (30a) in main wiring hamess 
we — 2 
(8322) Positive connection 8 (30a) in main wiring hamess 
40 
or 
Ee 
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f 
———t — 
i ———fl 


swit — swirt 


1300-1185 TB 11D 12128 12k 1285128 


Fuse 2 on fuse holder C, Fuse 15 on fuse holder C, Fuse 16 
on fuse holder C, Fuse 28 on fuse holder B, Fuse 38 on fuse 
holder B, Fuse 42 on fuse holder B 


J393 Convenience system central control unit 


sc2 

SC15 
SC16 
SB28 
SB38 
SB42 


Fuse 2 on fuse holder C 

Fuse 15 on fuse holder C 
Fuse 16 on fuse holder C 
Fuse 28 on fuse holder B 
Fuse 38 on fuse holder B 
Fuse 42 on fuse holder B 


723a 23-pin connector 


(B273) Positive connection (15), in main wiring hamess 


) Positive connection (87), in main wiring hamess 


Positive connection 3 (30), in main wiring hamess 


(B301) Positive connection 5 (30), in main wiring hamess 


© For models with convenience system 
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G21 


1322 


32a 
3 (32 


035 
risw 


03608 
Tisw rtisw 


127 


129 


130 


136 


137 


138 


139140 
PETTITT 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


GS 
G21 
J285, 
J393 
J623 


Rev. counter 
Speedometer 

Control unit in dash panel insert 
Convenience system central control unit 
Engine control unit 

Dash panel insert 

Alternator warning lamp 

Radio. 

& pin céonector 

16-pin cofinector 

23-pin connédtor 

32-pin connector 


Positive connectior? (30a) in main wiring harness 


Connection (86s), in main wiring hamess 


) Connection (K-diagnosisawire), in main wiring hamess 


Diagnostic connection 
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Radio 
From April 2012 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 


Eauth strap, battery - body 


( 49 ) Earth point2pear ..., near battery 


(507 ) Threaded conneétion (30), on battery fuse holder 


ws = white 
sw = black 
To red 
rt red 
OF brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 

1 2 1 4 or orange 

TET «Ts pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D__Ignition/starter switch 
zi | J59  X-contact relief relay 


J404 Terminal 15 relief relay 
Téam 6-pin connector 

ahi > EB tet: a8 <n T6d_6-pin connector 

t t wot tt T9s _9-pin connector 


(366 ) Earth connection 1, in main wiring harness 
(606 ) Earth point, under the centre console near gear stick 


(B272) Positive connection (30), in main wiring hamess 


(8275)! Positive connection (87), in main wiring hamess 


(8298) Positive connection 2 (30), in main wiring hamess 


(B300) Positive connection 4 (30), in main wiring hamess 


(8346) Connection 1 (75), in main wiring hamess 
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purple 
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No. 30/ 4 


Radio, Front left treble loudspeaker, Front left bass 
loudspeaker, Front right treble loudspeaker, Front right bass 
loudspeaker 


R_ Radio 

R20 Front left treble loudspeaker 

R21 Front left bass loudspeaker 

R22 Front right treble loudspeaker 

R23 Front right bass loudspeaker 
T2bb 2-pin connector 
T2be 2-pin connector 
T2bd 2-pin connector 

T2t 2-pin connector 

T5s Spin connector, in driver door 

Tst _5-pin connector, in front passenger door 

T8f &pin connector 

T8g 8-pin connector 


( 606 ) 


Earth point, under the centre console near gear stick 


Connection (positive, front left speaker), in main wiring harness 


(8102) Connection (negative, front left speaker), in main wiring hamess 


) Connection (positive, front right speaker), in main wiring hamess 


Connection (negative, front right speaker), in main wiring hamess 
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Radio, Aerial, Rear left bass loudspeaker, Rear right bass 
loudspeaker, Aerial amplifier 


R 
R_ Radio 
R11 Aerial 


R15. Rear left bass loudspeaker 

R17 Rear right bass loudspeaker 

R24 Aerial amplifier 

T2cb 2-pin connector 

T2ce 2-pin connector 

T4y 4-pin connector, in rear right door 
T4z 4-pin connector, in rear left door 
T8q _8-pin connector 


ws = white 
sw2= black 
ro: red 
zt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi = purple 
ge = yellow 
a 4 4 4 4 4 4 5 St 8 8 5 8 56 or orange 
TET «=—srs_—= pink 
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Radio 


J393. Convenience system central control unit 
J446 Parking aid control unit 
) J623/ Engine control unit 
R_ Radio 
T8f &pin connector 
T16a_16-pin connector, on diagnostic connection 
Ti6e 16-pin connector 
723a 23-pin connector 


(B464) Connection (speed signal), in main wiring hamess 


\B518) Connection (86s), in Maia wiring hamess 


(B625) Connection (K-diagnosis wire), in rain wiring hamess 


Diagnostic connection 


‘WS = white 
sw, = black 
ro red 
rt ted 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 

v7 8 8 6 of 2 68 & 6 6 of 6&8 6 70 or orange 

TTT os pink 
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Parking aid control unit 
Control unit for interactive system 
Radio 

&-pin connector 

10-pin connector 

16-pin connector 

20-pin connector 


a 


(= —— 8 


20a 
at 


6 2 


Positive connection 10 (30a) in main wiring hamess 


035 4035 «0.36 


brisw brign =—brige. ) Connection 2 (54), in main wiring hamess 


Connection 1 (8d), in main wiring hamess 


Only models with park assist steering 


eG 


05 
orioe 


& 


H 


» 
uy, 


-m-e-e 3 
é- 2-5), ==--4] 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
mn 2 8 % 6 68 7 7% 72 oO of 8 88 & or orange 
rR os pink 
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Operating unit in steering wheel, Multifunction buttons on 
left in steering wheel, Airbag coil connector and return ring 
with slip ring, Horn plate 


E20 E221 Operating unit in steering wheel 
E440 Multifunction buttons on left in steering wheel 
F138 Airbag coil connector and retum ring with slip ring 


3) H Hom plate 
E221 J4 Dual tone hom relay 


pana 
| | | 15g _5-pin connector 


LE. 


T5k 5-pin connector 
ry Téai_6-pin connector 
| T9h 9-pin connector 


| (109 ) Earth connection, in airbag wiring hamess 


08 = Only models with operating unit for radio 
AG.Volkswagena.. “® 2 Only models with airbag 


@ 


3. 
—. 


"hy, 


05 
ow 


a 


= 


white 
black 
red 
red 
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green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


05 05 
brige —tige 


Toh 
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85 286 er 28 9 20 a | “820 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


K 
G5 Rev. counter 
es oe G21 Speedometer 
® ® 4J285 Control unit in dash panel insert 
re J623 Engine control unit 
K Dash panel insert 
2) ) K2__Altemator waning lamp 
> T16a__16-pin connector, on diagnostic connection 
T32a_32-pin connector 
Earth connection 2, in main wiring harness 


raza Wraza Wrsea Yraza 2a raza 
ee es TE eo Earth point, on top end of steering column 
in, ‘ Earth point, under the centre console near gear stick 
Connection 1 (powertrain CAN bus, high), in main wiring hamess 
035 «05 (03508 (8390) Connection 1 (powertrain CAN bus, low), in main wiring harness 
gelsw = gtige orisw onfor — 
* Diagnostic connection 
2 Only models with operating unit for radio 
095085 
odsw or 
ws = white 
sw = black 
ro red 
rt red 
br brown 
. p gn green 
Je23 J623 bl blue 
or grey 
ii purple 
vi purple 
= ge = yellow 
9 100-0100 t08 we 91012 or orange 
TET os pink 
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115 


117 
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119 


120 


121 


123 


126 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Control unit in dash panel insert, Dash panel insert 


J48 
J285, 
K 
sc2 
scs 
SCé 
$c21 
SB28 
3B38 
AGI 
T32a 


{B273) 


(B277) 


{B299) 


Heated rear window control relay 
Control unit in dash panel insert 
Dash panel insert 

Fuse 2 on fuse holder C 

Fuse 5 on fuse holder C 

Fuse 6 on fuse holder C 

Fuse 21 on fuse holder C 

Fuse 28 on fuse holder B 

Fuse 38 on fuse holder B 

9-pin connector 

32-pin connector 


Positive connection (15), in main wiring hamess 


Positive connection 1 (15a) in main wiring hamess 


Positive connection 3 (30), in main wiring hamess 


Only models with operating unit for radio 
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Window wash/wipe system and heated rear window 
From April 2012 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, on left in engine compartment 
2-pin connector 


Earth strap, battery - body 


; a 

: ef 
% 4 
) ( yy 


a5 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


yx ee $322 []) Sis 
Bax? Ul Rax 


250 
Sw 
Le 
0 B20 
B 
z ws = white 
sw = black 
ro red 
rt red 
250 br brown 
ow gn green 
bl blue 
or grey 
ii purple 
@ w= purple 
ge = yellow 
1 6 7 @ 9 o on 2 6 or orange 
TIRE «=r pink 
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Current Flow Diagram 


20 
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23 


24 


25 


26 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D 
J59 
J404 
Téam 
Téd 
T9s 
(B272 
{B298 


(B300) 


(B346) 


Ignition/starter switch 
X-contact relief relay 
Terminal 15 relief relay 
6-pin connector 

6-pin connector 

9-pin connector 


Positive connection (30), in main wiring hamess 
Positive connection 2 (30), in main wiring hamess 


Positive connection 4 (30), in main wiring hamess 


Connection 1 (75), in main wiring hamess 
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Intermittent wiper switch, Rear wiper switch, Automatic 
intermittent wash and wipe relay 


Intermittent wiper switch 

Rear wiper switch 

Automatic intermittent wash and wipe relay 
Automatic intermittent wash and wipe control unit 
&-pin connector 

9-pin connector 

18-pin connector 


) Earth connection 1, in main wiring harness 


) Earth point, under the centre console near gear stick 


As ‘b Only models with no rain and light sensor 
onisw an *2. & Only models with rain and light sensor 


white 
black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
7 8 3 4 tw or orange 
ITT os pink 
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olkswag Windscreen wiper motor, Heated rear window 


J932 Automatic intermittent wash and wipe control unit 
np T1k Single connector 


Jo & z Til Single connector 
ree Z % T5b _5-pin connector, behind rear left side trim, near wheel arch 
int 2 T5f 5-pin connector 
ties T18c¢ 18-pin connector 
i. Pet Windscreen wiper motor 
Z1_— Heated rear window 
Z ( 50 ) Earth point, on left in luggage compartment 
15> = 
4 me 
” ( 98 ) Earth connection, in rear lid wiring hamess 
10 10 10 25 eu = 
brige ‘swign swidl anes 
(366 ) Earth connection 1, in main wiring harness 
2 = Only models with rain and light sensor 
Tk 
Zz 
f gs 
‘il 
0 10 25 
or or or 
ws = white 
sw = black 
wee 
ro red 
rt red 
br brown 
ba gn = green 
or bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 4 4 4 4 4 4 5 St & 8 5 8 56 or orange 
TTT «os pink 
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10 05 25 
oniws swige swige 
i 

10 ° 

gniws ont 


i220 
2 
Tea 
Vea vi2 
10 05 10 10 ° 
ovit = ght = gmt «gmt, «gn 
87 58 69 60 et 2 6 70 
CRT TRTTRTETT 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


J31 
sc2 
Scé 
Scis 
T2a0 
T4x, 
TSa 
T18c 
vi2 
V59 


{B621) 


Rear window wiper motor, Windscreen and rear window 
washer pump Me 


‘Automatic intermittent wash and wipe Télay 

Fuse 2 on fuse holder C 2 

Fuse 6 on fuse holder C c 

Fuse 18 on fuse holder C 

2-pin connector 

4-pin connector A 

5-pin connector, behind rear left side trim, near Wheel arch 
18-pin connector 

Rear window wiper motor 6 
Windscreen and rear window washer pump 3 


Connection 1 (53c), in main wiring hamess 


Connection 2 (3c), in main wiring hamess 


Only models with rain and light sensor 
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Intermittent wiper regulator, Multifunction display call-up 
button, Heated rear window button 


E38 _ Intermittent wiper regulator 
E86 Multifunction display call-up button 
% £230 Heated rear window button 
J879 Control unit for interactive system 
J932 Automatic intermittent wash and wipe control unit 
z SB29_ Fuse 29 on fuse holder B 

Z SB38_ Fuse 38 on fuse holder B 

Tée 6-pin connector 


3 T10d  10-pin connector 
: T18¢ 18-pin connector 
: (8273) Positive connection (15), in main wiring hamess 
25 10 036 0s 05 © fea 
swige  swige Sw swit br 3 (8275) Positive connection (87), in main wiring hamess 


(B277) Positive connection 1 (15a) in main wiring harness 


~ 
an j (8736) Positive connection (53a), in main wiring hamess 
= Only models with rain and light sensor 
Bee Eee 2 For models with interactive system 

ws = white 
sw = black 
ro = red 
rt red 
br = brown 
gn = green 
bl = blue 
gr = grey 
i purple 
vi purple 
ge = yellow 

n 2 8 7% % 7 7 7 7% 9 of 2 6 o or =logange 

TTT «= rs = pink 
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Rev. couihter; Speedometer, Heated rear window control 
relay, Control unit in dash panel insert, Dash panel insert, 


K # Alternator warning lamp, Heated rear window warning lamp 
— 2 G5 Rev. counter 
® G21 Speedometer , 
J48__ Heated rear window control relay 
é J285 Control unit in dash panel insert 5, 
) g K Dash panel insert 
& K2  Altemator warning lamp 
2 K10 Heated rear window warning lamp 
Kio g T9i _9-pin connector 
F T16a_16-pin connector % 

aa 32a 32-pin connector Es 
16 eee = 


5 { 367 ) Earth connection 2. in main wiring harness 


Earth point, on top end of steering column 2 


Earth point, under the centre console near gear stick 


ia (B347) Connection 2 (75), in main wiring harness = 


T | (8518) Connection (86s), in main wiring hameSs 
035 25 os % = > 
swil  swon or * Diagnostic connection 
91 791 
is is 


31 31 
2 6 
k | fo 

15 40008 2502508 és. Sawa 
ore swol  swil brit 

sw = black 

ro red 

em be rt red 

16a [rea br brown 

31 T3t gn green 

bl blue 

or grey 

ii purple 

v= publ 

ge = yellow 

6 «© 7 «8 eo 0m % 2 8 8 8 8 7 98 or orange 

TTT os pink 
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Interactive system 
From April 2012 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


160 
3 (507 ) Threaded connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brow 
gn = green 
bl bltie 
or grey 
li purple 
ve purple 
ge = yellow 
1 or orange 
rs pink 
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May. © Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


< &, D Ignition/starter switch 
J59  X-contact relief relay 
S ‘%, 3404 Terminal 15 relief relay 
: %16am 6-pin connector 
40 60 160 > 60 276d 6-pin connector 


t t sw * *£2s 9-pin connector 


{ 366 ) Earth connection 1, in main wiring harness 


(606 ) Earth point, under the centre console near gear stick 


(B272) Positive connection (30), in main wiring hamess 


fn \B275) Positive connection (87), in main wiring hamess 


Positive connection 2 (30), in main wiring hamess 


Positive connection 4 (30), in main wiring hamess 


(8346) Connection 1 (75), in main wiring hamess 


Os O5 


oe = ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 2m 2 2 mM 8 2% WF 2B or orange 
TROT «Ts pink 
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Multifunction display call-up button, Heated rear window 
button, Ambient temperature sensor, Control unit for 
interactive system 


E86 Multifunction display call-up button 
£230 Heated rear window button 

G17 Ambient temperature sensor 

J4 Dual tone hom relay 

J48__ Heated rear window control relay 
J446 Parking aid control unit 
J623_ Engine control unit 
J879 Control unit for interactive system 

R Radio 
T2dv 2-pin connector 

Tée 6-pin connector 

T9h 9-pin connector 

T9i  9-pin connector 
T10d 10-pin connector 
T16e 16-pin connector 
720a 20-pin connector 


( 12 ) Earth point, on left in engine compartment 


(379) Earth connection 14, in main wiring hamess 


Only models with operating unit for radio 
Only models with park assist steering 


ws = white 
sw = black 
ro red 

rt red 

br brown 
gn = green 
bl blue 
or grey 

ii purple 
vi purple 
ge = yellow 
or orange 
rs pink 
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bisw swe br Sas, 


Sis re, 
Plat 
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43 “4 45 46 a7 


49 50 
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white 
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grey 
purple 
purple 
yellow 
orange 
pink 
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Operating unit in steering wheel, Multifunction buttons on 
left in steering wheel, Multifunction buttons on right in 
steering wheel, Airbag coil connector and return ring with 
slip ring, Horn plate 


£221 
£440 
E441 
F138 
H 
15g 
T5k 
Téai 
Tal 
T8m 


Operating unit in steering wheel 

Multifunction buttons on left in steering wheel 
Multifunction buttons on right in steering wheel 
Airbag coil connector and retum ring with slip ring 
Hom plate 

5-pin connector 

5-pin connector 

6-pin connector 

&-pin connector 

&-pin connector 


) Earth connection, in airbag wiring hamess 


Only models with operating unit for radio 
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Multifunction buttons on left in steering wheel, Multifunction 
buttons on right in steering wheel, Multifunction indicator, 
Control unit in dash panel insert, Dash panel insert 


E440 


Jig 


8888 


285 


Fist 


2 
Flat cable 


328 
it 
; 


tr 


© 


iS 
35 
r 


lcan-L 


0.35 
brisw 


0.36 
orisw 


0.36 
orisw 


Je23 J623 
66 Ca 69 70 
CRT TIRORTETT 


YOJUN Jo 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


£440 
E441 
J119 
J285, 
J623 
K 
Tal 
T8m 
T16a 
T32a 


(367 ) 


Multifunction buttons on left in steering wheel 
Multifunction buttons on right in steering wheel 
Multifunction indicator 

Control unit in dash panel insert 

Engine control unit 

Dash panel insert 

&-pin connector 

&-pin connector 

16-pin connector 

32-pin connector 


Earth connection 2, in main wiring harness 


Earth point, on top end of steering column 


Earth point, under the centre console near gear stick 


Connection 1 (powertrain CAN bus, high), in main wiring hamess 


Connection 1 (powertrain CAN bus, low), in main wiring harness 


Diagnostic connection 
Only models with operating unit for radio 
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285 


bl 


32a 
126 


0.35 
gelsw 


25 0508 
fisw gelsw  ge/sw 
| » OR 

BCs C2 

mA ta 

0 Da 


swige 


n 


72 


73 


4 


cy 


76 


78 


79 


20 at 82 83 84 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


GS 
G21 
J48, 

J285, 


Rev. couftter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


Rev. counter 

Speedometer 

Heated rear window control relay 
Control unit in dash'fanel insert 
Dash panel insert 

Alternator warning lamp: 

Radio 

Fuse 2 on fuse holder C 

Fuse 6 on fuse holder C 

Fuse 21 on fuse holder C 

Fuse 38 on fuse holder B 

&-pin connector 

9-pin connector 

32-pin connector 


Positive connection (15), iff main wiring hamess 


Positive connection 1 (15a) in main wiring harness 


Connection (86s), in giain wiring hamess 


Only models with Operating unit for radio 
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Multifunction steering wheel 
From April 2012 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, on left in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


se f] 


A 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
@ w= purple 
ge = yellow 
1 2 1 4 or orange 
TET «Ts pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 


relief relay 
D___Ignition/starter switch 

J59_ X-contact relief relay 

J404 Terminal 15 relief relay 
Téam_ 6-pin connector 

Téd _6-pin connector 

T9s 9-pin connector 
(366 ) Earth connection 1, in main wiring harness 
(606 ) Earth point, under the centre console near gear stick 
(8272) Positive connection (30), in main wiring hamess 
(B275) Positive connection (87), in main wiring hamess 
(8298) Positive connection 2 (30), in main wiring hamess 
(8300) Positive connection 4 (30), in main wiring hamess 
(8346) Connection 1 (75), in main wiring harness 


3 


05.2012 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 33/ 4 


Operating unit in steering wheel, Tiptronic switch in steering 
wheel to shift down, Multifunction buttons on left in steering 
wheel, Airbag coil connector and return ring with slip ring, 


pe 


LJ 


roan 
a 
ks|¥igen 4G, 


Horn plate, Driver side airbag igniter 


£221 
E439 
£440 
F138 
H 
J234 
N95 
T2aw 
T3an 
5g 
T5k 
Téai 
T75a 


Operating unit in steering wheel 

Tiptronic switch in steering wheel to shift down 
Multifunction buttons on left in steering wheel 
Airbag coil connector and retum ring with slip ring 
Hom plate 

Airbag control unit 

Driver side airbag igniter 

2-pin connector 

3-pin connector 

5-pin connector 

5-pin connector 

6-pin connector 

75-pin connector 


) Earth connection, in airbag wiring hamess 


Nos = Only models with operating unit for radio 
Essa 
Fisel 
swt 
2 0 0 2 8 ew & © 7 8B AO 
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Tiptronic switch in steering wheel to shift up, Multifunction 
buttons on left in steering wheel, Multifunction buttons on 
right in steering wheel 


Eso E438 Tiptronic switch in steering wheel to shift up 
E440 Multifunction buttons on left in steering wheel 
E441 Multifunction buttons on right in steering wheel 
T3ao_3-pin connector 

T8| 8 pin connector 


T8m_ &-pin connector 
* For models with interactive system 


7 7 
rit | Fit 
Esse 
feel 
+ 
t3a0 | t320. | T2a0 
Tem i 3 
Fiat Sppriat Flat Flat Fiat 
see Ss 
East” 
ws = white 
sw = black 
ro ree 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi = purple 
ge = yellow 
a 4 4 44 4 4 4 8 St 8 8 5 85 56 or orange 
TTT «rs = pink 
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Horn or dual tone horn, Dual tone horn relay 


H1 Hom or dual tone hom 
J4 Dual tone hom relay 

J879 Control unit for interactive system 

SB41 Fuse 41 on fuse holder B 

T2z 2-pin connector 

T10d 10-pin connector 

T10}  10-pin connector 


(368 ) Earth connection 3, in main wiring harness 
(606 ) Earth point, under the centre console near gear stick 


(8273) Positive connection (15), in main wiring hamess 


(8279) Positive connection 3 (15a) in main wiring hamess 


3 (8727) Connection (71a), in main wiring hamess 


* Only models with airbag 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
sy 88 6 6 of 8 6 70 or orange 
TR os pink 
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Fuse 2 on fuse holder C, Fuse 6 on fuse holder C, Fuse 21 
on fuse holder C 


J48_ Heated rear window control relay 
R Radio 
SC2 Fuse 2 on fuse holder C 
SC6 Fuse 6 on fuse holder C 
SC21 Fuse 21 on fuse holder C 
T8f &-pin connector 
T9i  9-pin connector 


(8518) Connection (86s), in main wiring hamess 


Only models with operating unit for radio 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
mn 2 8 % 6 6 7 7% 2 © 8 8 88 & or orange 
TTR os pink 
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bor Dl orisw —orsw  oror ori 
40 05 «05 0.85 0.36 
br rr oxfor 
yjsa vee 
ue OB Je28 Je28 
8 FB 1 2 8 of HTB 
TTT 


Current Flow Diagram 


white 
black 
red 
red 
brown 


green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


No. 33/ 8 


Rev. counter, Speedometer, Multifunction indicator, Control 
unit in dash panel insert:Dash panel insert, Alternator 
warning lamp “ 


GS 
G21 
J119 
J285, 
J623 


w 
& 
Ss 


2 
3 
& 


) Earth point, under the centre console 


Rev. counter 
Speedometer 
Multifunction indicator 
Control unit in dash panel insert. & 
Engine control unit 
Dash panel insert 
Altemator warming lamp 3 
16-pin connector = 
32-pin connector 


Earth connection 2, in main wiring haméss 


Earth point, on top end of steering column 


Connection 1 (powertrain CAN bus 4 


igh), in main wiring hamess 


Connection 1 (powertrain CAN.Bus, low), in main wiring harness 


Diagnostic connection 
Only models with basicequipment 
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Parking aid (PDC) 
From April 2012 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 34/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


( 1) Earth strap, battery - body 


( 49 ) “Bash point, near ..., near battery 


(507 ) Threaded Connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
oe grey 
li purple 
vi purple 
ge = yellow 
1 2 1 4 or orange 
TREE «Ts pink 
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® Suran/SpaceFox/SportVan Current Flow Diagram No. 34/ 3 


Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D___Ignition/starter switch 

J59  X-contact relief relay 
J404 Terminal 15 relief relay 
Téam 6-pin connector 

Téd 6-pin connector 

T9s 9-pin connector 


(366) Earth.conhection TiARaiA wiring hamess 


(606 ) Earth point, under the centre console near gear stick 


(8272) Positive connection (30), in main wiring hamess 


25 
ft : (8273) Positive connection (15), in main wiring hamess 
i. (8275) Positive connection (87), in main wiring hamess 
5 S 
4 = 
= (8298) Positive connection 2 (30), in main wiring hamess 
D = 
(8300) Positive connection 4 (30), in main wiring hamess 
Team Team WTeam as 
in ies = 
5 fs Is 
(8346) Connection 1 (75), in main wiring hamess 
25 05 08 
fisw — swign—swige 
ws = white 
25 40 «405 10 08 sw = black 
swige tr or swit ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 m 2 2 mM 8 2% 7 2 or orange 
TREE Ts pink 
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Rear left parking aid sender, Rear centre left parking aid 
sender, Rear centre right parking aid sender, Rear parking 
aid warning buzzer, Parking aid control unit 


black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


203 
204 
205 
6206 
H15 
J446 
T2de 
T3aq 
T3ar 
T3as 
T3at 
Téaj 
T12F 
Ti6e 


(352 ) 


(x68 ) 


Rear left parking aid sender 

Rear centre left parking aid sender 
Rear centre right parking aid sender 
Rear right parking aid sender 

Rear parking aid warming buzzer 
Parking aid control unit 

2-pin connector 

3-pin connector 

3-pin connector 

3-pin connector 

3-pin connector 

6-pin connector, behind rear bumper on left 
12-pin connector 

16-pin connector 


Earth connection (parking aid), in rear bumper wiring harness 


Positive connection (parking aid), in rear bumper wiring harness 
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Reversing light switch, Parking aid control unit 


bia F4 Reversing light switch 
J104 ABS control unit 
® J234 Airbag control unit 
erie Trig J393. Convenience system central control unit 
8 2 J446 Parking aid control unit 


SENAG qo, J623 Engine control unit 

J879 Control unit for interactive system 

M16 Left reversing light bulb 

M17 _ Right reversing light bulb 

R_ Radio 

T2al 2-pin connector 

T5p 5-pin connector 

T5q _5-pin connector 

T8f &-pin connector 

T10d 10-pin connector 

T16a_16-pin connector, on diagnostic connection 
é Ti6e 16-pin connector 

Tyoa 3 723a 23-pin connector 

“1168 738a_38-pin connector 


2 
Mis M17 + tf R Jezs | J104 S234 
sa 150 a om i Wier Sbrses rsa ys 175a_75-pin connector 
is fn I Es be S = 
ia I 1 (8336) Connection 2 (54), in main wiring hamess 
, | s se8 2 path 
i‘ (8625) Connection (K-diagnosis wire), in main wiring hamess 
3 | i = Diagnostic connection 
os Go 10 10 03 035 03 05 03 02 o5 Sos 
swiol Spl sw sw vis bliws bignews ols bllws > grives 
, 
; e ° | 
r 5 ws = white 
sw = black 
ro = red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ti purple 
vi purple 
ge = yellow 
o 4 6 6 7 2 4 5 St 2 8 oS 8 56 or = orange 
TIRE «rs, pink 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


G5 Rev. counter 
Gs G2 G21 Speedometer 
® ® J48 Heated rear window control relay 
I ee J285 Control unit in dash panel insert 
© ) J393 Convenience system central control unit 


K Dash panel insert 
K2 — Altermator waming lamp 
R_ Radio 
Ke SC2_ Fuse 2 on fuse holder C 
SC6 Fuse 6 on fuse holder C 
- - $B37. VFlse’37,0n fuse holder B 
ia i ae ‘SB38_ Fuse 38 on fuséholder B 
T8f pin connector 
T9i 9-pin connector 
123a 23-pin connector 
732a_32-pin connector 


035 
bl sw gelsw : (8277) Positive connection 1 (15a) in main wirifig hamess 
(8518) Connection (86s), in main wiring hamess 
10 os 25 
swt oetsw swige 
i 
AS 
R a 
ISC2 ISCé 
ws = white 
sw = black 
| qt a fo = red 
ow sw pores rt red 
br Sybrown 
gn green, 
ol blue 
gr = grey 
ii purple 
vi purple 
ge = yellow 
v7 8 98 o 8 2@ 8 8 & 8 oF 8 0 7 or = orange 
TIRE rs. pink 
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Current Flow Diagram 


285 


J285, 
S623 
K 
Ti6a 
T32a 


No. 34/ 7 


Control unit in dash panel insert, Dash panel insert 


Control unit in dash panel insert 
Engine control unit 

Dash panel insert 

16-pin connector, on diagnostic connection 
32-pin connector 


( ®@ \ (367 ) Earth connection 2, in main wiring harness 


322 T32a 32a 32a WT32a 
21 122 8 ins st 
cant can 


0.35 
orisw 


Connection 1 (powertrain CAN bus, high), in main wiring haméss 


Connection 1 (powertrain CAN bus, low), in main wiring harness 


Diagnostic connection 


Sseujde11098 


0.35 15 40005 Os 
ow or ror 

h ws = white 

7 jis irt6a sw = black 

Je23 Je23 O31 at ro red 

. t red 

br = brown 

gn = green 

bl blue 

gr = grey 

ti purple 

ge = yellow 

n 2 3 wf % 7% 7 7% 7 4 8 @ 83 Bf or = orange 

TRIE «= S. pink 
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System for lowering passenger side mirror 
From April 2012 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 35/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near ... 


(507 ) Threaded connection (30), on battery fuse holder 


758 


st [] 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 2 1 4 or orange 
TERE «Ts pink 
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Ignition/starter switch 


D__Ignition/starter switch 
E2 Tum signal switch 
J59_X-contact relief relay 
J404/ Terminal 15 relief relay 
Téam_ 6-pin connector 
Téd 6-pin connector 
T9s 9-pin connector 


(B272) Positive connection (30), in main wiring hamess 


\B273) Positive connection (15), in main wiring hamess 


Positive égnnection 2 (30), in main wiring hamess 
'B300) Positive connectian 4 (30), in main wiring hamess 


(8346) Connection 1 (75), in rfiain wiring hamess 


40-25 60 
t t rt 
| OD 
E2 J59 

ws = white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bre blue 

or grey 

li purple 

Js9 vi purple 

ge = yellow 

6 6 7 8 0 20 m 2 2 m 8 2% WF 2 or orange 

IRI rs pink 
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® Suran/SpaceFox/SportVan Current Flow Diagram No. 35/ 4 


Folding exterior mirror control unit 


J59__X-contact relief relay 

J351 Folding exterior mirror control unit 
T18b  18-pin connector 

T21a_21-pin connector, in front left door 


v 18> u 18D v 18 u 
in a2 [es / 
(366 ) Earth connection 1, in main wiring hamess 


(606 ) Earth point, under the centre console near gear stick 


FN 
(8317) Positive connection 3 (30a) in main wiring hamess 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


29 20 at 
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Current Flow Diagram No. 35/ 5 
Reversing light switch, Folding exterior mirror control unit 
E368 Weapons box button 
F4 — Reversing light switch 
J351 Folding exterior mirror control unit 
Doe Wrap Tria Tal 2-pin connector 
fe ig 17 T18 18-pin connector 
- T21a_21-pin connector, in front left door 
oe (8336)'sGgnnection 2 (54), in main wiring harness 
05 05 05 
we wiisw swidl 
rata g 
13 
05 0.38 
vis wit 
o Fa 
Esse 
WS = white a 
BWwjoz, black 
ro red 
rt red 
br brown 
gn green 
bl blue 
or grey 
li purple 
vi purple 
ge yellow 
6B 4 4 460 OB Pe ee ee) or orange 
TTR os pink 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 35/ 6 


Fuse 2 on fuse holder C, Fuse 11 on fuse holder C, Fuse 12 
on fuse holder C, Fuse 14 on fuse holder C 


05 
swibl 


87 58 69 60 et 2 cy 6 6 66 67 68 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


E2 
J393 
SC2 

SCT 
Sci2 
sci4 


(B278 


{B630) 


Tum signal switch 
Convenience system central control unit 
Fuse 2 on fuse holder C 

Fuse 11 on fuse holder C 

FGse.12 on fuse holder C 

Fuse 14.0n fuse holder C 


Positive cofinection 2 (15a) in main wiring harness 


Positive connectién (left tum signal bulb), in main wiring harness 
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Fuse 27 on fuse holder B, Fuse 28 on fuse holder B, Fuse 
37 on fuse holder B, Fuse 39 on fuse holder B 


SB27 Fuse 27 on fuse holder B 
SB28 Fuse 28 on fuse holder B 
SB37 Fuse 37 on fuse holder B 
SB39 Fuse 39 on fuse holder B 


as T16a_16-pin connector 


(8299) Positive connection 3 (30), in main wiring hamess 


st (8316) Positive connection 2 (30a) in main wiring hamess 
a * Diagnostic connection 

fea 
1 4 5 


60 


ane “i ws = white 
sw = black 
ro red 
rt red 

br brown 

Ti6s gn = green 
ae bl blue 
or grey 

li purple 

vi = purple 

ge = yellow 

7 2 8 % 6 6 7 7% 72 OO of 8 88 & or orange 
TERETE «== pink 


05.2012 
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Potentiometer for horizontal adjustment of front passenger 
side mirror, Front passenger side turn signal repeater bulb, 
Front passenger side mirror adjustment motor, Front 
passenger side mirror adjustment motor 


516 Potentiometer for horizontal adjustment of front passenger side 


Lise V25__G517 G56 __V150 


G517_Potsribometer for vertical adjustment of front passenger side 
mirror 

L132. Front passengékside tum signal repeater bulb 

Tst _5-pin connector, in front left door, in front right door 

T12d 12-pinconnector “© 


123 Wri2s s2a yri2s Wriza Yriza 
a ye oe ae oe (2) T21a_21-pin connector, in frontjeft door 
T21b 21-pin connector, in front right door 
25 Front passenger side mirror adjustment motor 
150 Front passenger side mirror adjustment motor 
) Earth connection, in front passéager door wiring hamess 
05 05 os os os 05 os os 05 e 
b D or swgn twit i 2 
4 4 ee : in ce ee (267 ) Earth connection 2, in drive side door wiring hamess 
(368 ) Earth connection 3, in main wiring Rarness 
21a ye Ag ya T21b T21b == 
5 a iz 
(370 ) Earth connection 5, in main wiring‘harness 
/ ine £ oS " 
oe oe ie ace as: aE (606 ) Earth point, under the centre corigole near gear stick 
or wong visw wel sw! wign — 


iy LLLal 


05 = 40 40 
br br br 
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Mirror adjustment changeover switch, Driver side turn signal 
repeater bulb, Driver side mirror adjustment motor 


® Suran/SpaceFox/SportVan 


Current Flow Diagram 


Liat Viz Vise E48 Mirror adjustment changeover switch 
L131 Driver side tum signal repeater bulb 
T5r 5-pin connector 
T5s _5-pin connector, in front left door 
ee re = = T10e 10-pin connector 
fi 5 8 2 T21a_21-pin connector, in front left door 
V17__ Driver side mirror adjustment motor 
V149__ Driver side mirror adjustment motor 
0s 05 05 (R27) Connection (mirror adjustment), in driver door wiring harness 
vi sw! vilge 


21a 21a 
15 in 


5 0508 
br sas “5 
Ti08 
Ess 
ss ATSs 
A 


T10e 
B 
05 05 05 05 05 05 05 
br swiwsvisw 0 Wisw or S wsw rian 
99 100 «101 t02,——is03—'—(—i20k 105106 107) 108 gg, 
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Suran/SpaceFox/SportVan 


Current Flow Diagram 


Gat 


3285 


Kos ke 
1328 1322 132 1328 a feo 
Hg f ya" 128 132 
035 035 035 05 036 
sswign oeisw bo orige risw. 
5 05 10 
swign swign arige sw! 
12a 21a 
5 
05 
grign 
116 1190 1200121 1230124125 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 


yellow 
orange 


pink 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp, Left turn 
signal warning lamp, Right turn signal warning lamp 


E2 
GS 
G21 


Tum signal switch 

Rev. counter 

Speedometer 

Control unit in dash panel insert 
Selector lever sensors control unit 
Dash panel insert 

Alternator warning lamp 

Left tum signal warning lamp 
Right tum signal waming lamp 
10-pin connector 

12-pin connector 

21-pin connector, in front left door 
32-pin connector 


) Positive connection 7 (30a) in main wiring hamess 


Connection 1 (58d), in main wiring harness 


Positive connection (right tum signal bulb), in main wiring hamess 
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Dual headlight 
From April 2012 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 36/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ws = white. 
sw = black 
To ved 
fp red 
br brown 
gn = green 
bl blue 
or grey 
fi purple 
vi purple 
ge = yellow 
1 2 1 4 or orange 
TRIE «=r pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 36/ 3 


Ignition/starter switch, Terminal 15 relief relay 


D___Ignition/starter switch 
J404 Terminal 15 relief relay 
SC2_ Fuse 2 on fuse holder C 

Téam_ 6-pin connector 
T9s 9-pin connector 


(B272) Positive connection (30), in main wiring hamess 


(B298) Positive connection 2 (30), in main wiring hamess 


— 
XN 
A 


(B346) Connection 1 (75), in main wiring harness 


25 
fisw 
| 
ws = white 
os a sw = black 
wit sw ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 m 2 2 mM 8 2% WF 2 or orange 
ITT rs pink 
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Light switch, Turn signal switch, Headlight dipper and 
flasher switch, Parking light switch, Horn plate, Horn 
activation contact ring 


@ Suran/SpaceFox/SportVan Current Flow Diagram 


E1 Light switch 
E2 Tum signal switch 
E4 Headlight dipper and flasher switch 
E19 Parking light switch 
H Hom plate 
H1 Hom or dual tone hom 
H23 Hom activation contact ring 
Tigh Single connector 
Tih Single connector 
12z 2-pin connector 
T12a_12-pin connector 


(678 ) Earth point, on steering wheel 


{B300) Positive connection 4 (30), in main wiring hamess 


‘en a (8727) ‘Gonnection (71a), in main wiring hanes 
= Only. models with multifunction steering wheel 
friza “2 OnlysCROSS models 
a 
18 05 
beisw sw 


— 
A ‘ 


Hi 


29 20 at 32 3 Ene 6 36 37 28 3 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 36/ 5 


Headlight main beam relay 
Dipped beam relay 
10-pin connector 


Earth connection 1, in main wiring harness 


Earth point, under the centre console near gear stick 


Connection 3 (56a), in main wiring harness 


Only CROSS models 


43 44 45 
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Hazard warning light switch, Hazard warning light relay, 
Indicator lamp for hazard warning light 


E3 Hazard warming light switch 
J2— Hazard warning light relay 
K6 Indicator lamp for hazard warning light 
T8e 8-pin connector 
: Tol 9-pin connector 
= T16a_16-pin connector 
(368 ) Earth connection 3, in main wiring harness 
(606 ) Earth point, under the centre console near gear stick 
J2 — 
O== ee ‘ a st 
a5 (8316) Positive connection 2 (30a) in main wiring hamess 
(8728) Connection (49a), in main wiring hamess 


15 15 05 
swign  swiws br 


05 15 
swige 


15 40 
ge br 
1168 
16 
87 58 69 60 et 2 cy 6 cy 66 7 68 6 70 
CRT TERTATETT 


Diagnostic connection 
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X-contact relief relay, Left side light bulb, Right side light 
bulb, Front left turn signal bulb, Front right turn signal bulb, 
Left headlight dipped beam bulb, Left headlight main beam 
bulb, Right headlight dipped beam bulb, Right headlight 
main beam bulb 


any. J59X-contact relief relay 
: M1__ Left side light bulb 
% M3__ Right side light bulb 
, M5 Front left tum signal bulb 

M7 Front right tum signal bulb 

1429 _Left headlight dipped beam bulb 
M40 _ Left headlight main beam bulb 
M3¢_ Right headlight dipped beam bulb 
M322. Right headlight main beam bulb 
Téd %6-pin connector 

T10a “0-pin connector 

T10b 40-pin connector 


( 12 ) Earth point, on left in engine compartment 


(369 ) Earth connection 4, in main wiring harness 


(8275) Positive connection (87), in main wiring hamess 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi = purple 
ge = yellow 
7 2 8 % 6% 68 7 7% 72 oO 8 8 88 o& or orange 
EERIE] «=—rS_—= pink 
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Current Flow Diagram 


10 10 
swidl — switt 


tsp tsp. 
it 13 


ase 


85 


286 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Right tail light bulb, Left tail light bulb, Rear left turn signal 
bulb, Rear right turn signal bulb, Left brake light bulb, Right 
brake light bulb, Left reversing light bulb, Right reversing 


light bulb 
M2_— Right tail light bulb 
M4 Left tail light bulb 
M6 Rear left tum signal bulb 
M8 Rear right tum signal bulb 
M9 _ Left brake light bulb 
M10__ Right brake light bulb 
M16 _ Left reversing light bulb 
M17 __ Right reversing light bulb 
T5p _5-pin connector 
T5q _5-pin connector 
( 21 ) Earth point, near fuel pump 
( 50 ) Earth point, on left in luggage compartment 
(372) Earth connection 7, in main wiring harness 
(B335) Connection 1 (54), in main wiring hamess 
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Brake light switch, Reversing light switch, Brake pedal 
switch, Additional brake light bulb 
I I 7 F Brake light switch 
i F4 Reversing light switch 
¥ F47 Brake pedal switch 


SB25 Fuse 25 on fuse holder B 
SB37 Fuse 37 on fuse holder B 


J623 Engine control unit 
| M25 Additional brake light bulb 
sis a! SB38 Fuse 38 on fuse holder B 


ij T2al 2-pin connector 
ee B37 [SB ) T2du 2-pin connector 
T4m 4-pin connector 

{ T5b 5-pin connector 


( 50 ) Earth point, on left in luggage compartment 
( 98 ) Earth connection, in rear lid wiring hamess 


(B273) Positive connection (15), in main wiring hamess 


ant “nll (B277) Positive connection 1 (15a) in main wiring hamess 
(8335) Connection 1 (64), in main wiring hamess 
B336) Connection 2 (54), in main wiring harness 


10 10 | 10 
swt swibl — swibl 

ws = white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

vi purple 

ge = yellow 

Ee ne cr or orange 
TORT os pink 
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Fuse 31 on fuse holder B, Fuse 35 on fuse holder B, Fuse 
36 on fuse holder B, Fuse 40 on fuse holder B, Fuse 46 on 


Li © 1. 1 T ee fuse holder B, Fuse 47 on fuse holder B 
» ou aie te om iA a SB31 Fuse 31 on fuse holder B 
swit sw ws ws ws oe b, orlge arige SB35_ Fuse 35 on fuse holder B 
U %, SB36_ Fuse 36 on fuse holder B 
B40 Fuse 40 on fuse holder B 
XI SB46_ Fuse 46 on fuse holder B 
< ag i a = I $B47_ Fuse 47 on fuse holder B 
| i (8273) Positive connection (15), in main wiring hamess 
( B40 Bas Bes B36 lige B31 7 
5B as ae ae a 8 = 
: { t (8456) Connection (560), in main wiring hamess 
00 ¥e Yo hb M7 Bib 7 
g 1 | (8543) Positive connection (58R), in main wiring harness 
© | 1 aes 
d 1 i (8629) Connection (56a), in main wiring hamess 
5 1 q c ~ 
1 i E (8642) Positive connection (58), in main wiring hamess 
1 1 Y 7 
2, 15 ts 15 1 ws 10 10 
swiws weisw welt oid grt hit 
s 1 1 
1 i 
1 1 
om! i 
re 1 
1 q 
x 1 
LF72) 
ws = white 
sw = black 
ro red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ti purple 
vi purple 
ge = yellow 
13001415118 18119120 1221281212528 or = orange 
TERT os pink 
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Speedometer, Control unit in dash panel insert, Dash panel 
insert, Main beam warning lamp 


3642 K 
G21 Speedometer 
G2 J285 Control unit in dash panel insert 
® K Dash panel insert 
10 15 ee KI Main beam waming lamp 
orige sulge SB43_ Fuse 43 on fuse holder B 
( ® ) SB48_ Fuse 48 on fuse holder B 


T3c 3-pin connector 
32a _32-pin connector 
Ki U5 12 V socket 


(8274) Positive connection (58L), in main wiring hamess 


(8642) Positive connection (68), in main wiring hamess 


(B643) Connection 2 (56a), in main wiring hamess 


i (B726) Positive connection 2 (58), in main wiring hamess 
sw a 
05 
ovign 
ws = white 
sw = black 
To red 2 
rt red 
br brown 
gn = green 
bl blue = 
or greys 
li purple 
vi “purple 
ge,o* yellow 
127 128 129 130 131 132 133 134 135 426 137 138 139 140 or orange 
rere rs pink 
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Rev. counter, Control unit in dash panel insert, Dash panel 
insert, Alternator warning lamp, Left turn signal warning 


K lamp, Right turn signal warning lamp 
= G5 Rev. counter 
® J285 Control unit in dash panel insert 
iss K Dash panel insert 
K2  Altemator warming lamp 
&© K65__Left tum signal warning lamp 
K94 Right tum signal warning lamp 
32a 32-pin connector 
Kes ke Kas = 
(8630) Positive connection (left tum signal bulb), in main wiring hamess 
"aa sta aga = 
pet Positive connection (right turn signal bulb), in main wiring hamess 
035 15 o 10 0.35 1.0 15 10 
swiws swiws  swiws wiv o swign swign  swin 
5 15 
wins swign 
ws = ahite 
sw =Sblack 
To red 
rt red 
br, brown 
gn green 
bl blue 
or grey 
li purple 
vi purple 
ge yellow 
Pn ne ne) ne ee ir ee en kr or orange 
PTET rs. pink 
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Onboard supply control unit , (VHO) 
From April 2013 
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Battery, Starter, Alternator, Voltage regulator, Onboard 
supply control unit 


A Battery 
J519 B Siarer, 
C ~ Altemator 
® C1 Voltage regulator 
7 ) J519_ Onboard supply control unit 


J623 Engine control unit 

$162 Fuse 1 (30), in battery fuse holder 
$163. Fuse 2 (30), in battery fuse holder 

oa ve S267 Fuse 9 (30), in battery fuse holder 

60 a2 T1j Single connector 

Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 

173a_73-pin connector 


( 1) Earth strap, battery - body 
( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ssa Uta 


[S122 [l]S163 []} 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 314 or orange 
TROT TS pink 
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Current Flow Diagram 


1.0 


05 


swit — swige 
6 16 7 18 19 20 a 23 24 25 26 2 28 
CETTE 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay, Onboard supply control unit 


D 
J59 
J404 
J519 
Téam 
Ted 
TOs 
(8298 
(8299 


{B300) 


Ignition/starter switch 
X-contact relief relay 
Terminal 15 relief relay 
Onboard supply control unit 
6-pin connector 

6-pin connector 

9-pin connector 


Positive connection 2 (30), in main wiring hamess 


Positive connection 3 (30), in main wiring hamess 


Positive connection 4 (30), in main wiring hamess 


06.2013 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 37/ 4 


Onboard supply control unit 


J519_ Onboard supply control unit 
J641_ Alarm hom relay 
SA2_ Fuse 2 in fuse holder A 
SA6 Fuse 6 in fuse holder A 
SAI6 Fuse 16 in fuse holder A 

) T101  10-pin connector 


T73a_73-pin connector 


(B275) Positive connection (87), in main wiring hamess 


men FC 5 ‘ 
JEG 29 ; (8301) Positive connection 5 (30), in main wiring hamess 
(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 
0.35 0.35 % z ml 4 a ari 
aes ee ee, (8390) Connection 1 (powertrain CAN bus, low), in main wiring harness 


ea 
8% 


08 0.35 036 
sulge sw orfor orisw s 
ws = white 
60 sw = black 
swipe ro red 
rt red 
m br brown 
4 gn Green 
bl blue 
or grey 
fi purple 
vi purple 
ge = yellow 
a 0 8 2 8 8 © © FF 6B © 4 4 @2 or orange 
MET os pink 
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J519 
SB25 
SB29 
SB38 
SB40 


T73a 


Onboard supply control unit 


Onboard supply control unit 
Fuse 25 on fuse holder B 
Fuse 29 on fuse holder B 
Fuse 38 on fuse holder B 
Fuse 40 on fuse holder B 


73-pin connector 


) SB41 Fuse 41 on fuse holder B 
| (B272) Positive connection (30), in main wiring hamess 


3a 3a 3a oe 
65 if 26 (B273) Positive connection (15), in main wiring hamess 


(8277) Positive connection 1 (15a) in main wiring hamess 


swit rvs = 
1 (8627) Positive connection 3 (15), in main wiring hamess 
I 
I 
ie ie }SB41 

sas zis 
| lik \N 


25 18 
t ft 
ws = white 
sw = black 
I i ro red 
0 6 
switt t g ot 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge za\Vellow 
43 “4 45 46 a a 49 50 51 52 3, 54 55 56 96 orange 
PaO Ts pink 
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Onboard supply control unit, Windscreen wiper motor 


J519_ Onboard supply control unit 
T5f 5-pin connector 
T73a_73-pin connector 
V_ Windscreen wiper motor 


(») 


Earth point, in battery box 


Earth connection 1, in main wiring harness 


a 
ae Earth connection 4, in main wiring harness 
Earth connection 5, in main wiring harness 
Earth point, under the centre console near gear stick 
08 
beige 
qr Tst 
“a 8 
oa 
== 
Vv 
75888 
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Onboard supply control unit 


J519 Onboard supply control unit 
T2dh 2-pin connector 


— Tdi 2-pin connector 
T2dj 2-pin connector 
® T4k —4-pin connector, in front left door 
Tan 4-pin connector, in front right door 
( ) 6] _6-pin connector 


T6n  6-pin connestotyi 


2,E8ar right door 
[6q.=6{Hin connector, in rear ef>deor 

73a 73-pin connector Oto 

302 Driver door power latching motor’, 

303. Front passenger door power latching mot 

Rear left power latching motor 

Rear right power latching motor 


16 


Connection 1 (central locking), in main wiring hamess 


Connection 2 (central locking), in main wiring hamess 


 @ 


(8722) Connection 3 (central locking), in main wiring harness 


(B723) Connection 4 (central locking), in main wiring harness 


(8724) Connection (central locking unlocked), in main wiring hamess 


Connection (central locking locked), in main wiring hames: 


Connection 1 (central locking). in rear left door wiring hamess 


n 72 73 
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Onboard supply control unit 


E2 Tum signal switch 
E3 Hazard waming light switch 
£22 _ Intermittent wiper switch 
£230 Heated rear window button 
F120 Anti-theft alarm and vermin repellent system contact switch 
) F138 Airbag coil connector and retum ring with slip ring 


209 Anti-theft alarm ultrasonic sensor 
H1 Hom or dual tone hom 

J519 Onboard supply control unit 

Tab 2-pin connector 


SP PS Pe Te Taz 2pin connector 
T4i 4-pin connector 
Téa _6-pin connector 
Tée _6-pin connector 
T41a_ 41-pin connector 
"a, 173a_73-pin connector 
0 05 05 05 08 05 


gnige © onisw  gnisw swign swiws —brisw 


Tae Jyste AL ge te ee 
“ We NI 


E2 Figa 

ws =Swhite 
sw = black 
ross = red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 

6 «6 7 «8 eo 0m % 2 8 8 8 8 OF 98 or orange 

RTT os pink 
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Driver door contact switch, Onboard supply control unit 


E150 Driver side interior locking switch 
F2 Driver door contact switch 
F4 — Reversing light switch 
J351 Folding exterior mirror control unit 
J519 Onboard supply control unit 
Tir Single connector 
T2al 2-pin connector 
T4t 4-pin connector 
Téj pin connector 
T9u 9-pin connector 
T16a_16-pin connector 
T21a_21-pin connector, in front left door 
T73a_73-pin connector 
302. Driver door power latching motor 


= 


Connection 2 (54), in main wiring harness 


Connection 1 (8d), in main wiring harness 


035 «403508 Diagnostic connection 


oror =o’ =—igr 
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red 
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purple 
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pink 
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15 
switt 


05 
brisw 


05 
brisw 


19 10 0 10 1 10 
swiws swiws swig swign swit — swint bisw oe 
fr10p  ffr2am a | |. 
we np? 
Ms Ms 7 M7 Vis 
2 2 
1300145117 ee ee 124128 
TERT TATA 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Onboard supply control unit 


J519_ Onboard supply control unit 

M5__ Front left tum signal bulb 

M7 Front right tum signal bulb 

M9 __ Left brake light bulb 

M10__ Right brake light bulb 
TZam_ 2-pin connector 

T2ed 2-pin connector 

T2x  2-pin connector 

T3e 3-pin connector 

T5c Spin connector, behind rear left side trim, near wheel arch 
T5e _5-pin connector, in rear lid, near wiper motor 

T5p 5-pin connector 

T5q _5-pin connector 

T10a_10-pin connector 

T10b 10-pin connector 

T73a_73-pin connector 
139 Rear lid release motor 

W1 Front interior light 


(385 ) Earth connection 20, in main wiring hamess 
(8335) Connection 1 (54), in main wiring hamess 

(B630) Positive connection (left tum signal bulb), in main wiring harness 
(B631) Positive connection (right tum signal bulb), in main wiring hamess 


= Only models with no rear reading lights 
2 Only models with dual headlights 
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Onboard supply control unit 


Volkswagen Ag 4, 


E34 Rear wiper switch 
£234 Rear lid handle release button 
F111 Rear lid contact switch 
209 Anti-theft alarm ultrasonic sensor 
J519_ Onboard supply control unit 
J1015 Central control unit for window regulators 
T1k Single connector 
T2d 2-pin connector 
T2dk 2-pin connector 
Tai 4-pin connector 
T5b _5-pin connector, behind rear left side trim, near wheel arch 
T5c Spin connector, behind rear left side trim, near wheel arch 
5-pin connector, in rear lid, near wiper motor 
23-pin connector 
41-pin connector 
73-pin connector 


120 


= Heated rear window 
Earth connection 23, in main wiring hamess 
Connection 1 (LIN bus) in main wiring hamess 
Tc 
f 
sons 
py vee 
05 05 08 05 
wir wor, itr or ivi brige 
15d 
ws = white 
os sw = black 
brige ro red 
rt red 
br brown 
re ts rata Tk re -T2dk gn = green 
We WS yt ww! (gs n? bl blue 
Jio15 G209 Es Z E234 Fat or grey 
ii purple 
vi purple 
ge = yellow 
71812980140 or orange 
PRT os pink 
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Front passenger door contact switch, Rear left door contact 
switch, Rear right door contact switch, Onboard supply 
control unit 


J51g ¥ F3 Front passenger door contact switch 
re) F10 Rear left door contact switch 
F11__ Rear right door contact switch 

F47 Brake pedal switch 

J217 Automatic gearbox control unit 

J519 Onboard supply control unit 
J623 Engine control unit 
Tid Single connector 
T1o Single connector 
Tip Single connector 
T2a0 2-pin connector 
T4m 4-pin connector 
T73a_73-pin connector 
T80b 80-pin connector 
59 Windscreen and rear window washer pump 


162 


(375 ) Earth connection 10, in main wiring harness 


- (B337) Connection 3 (54), in main wiring harness 


(B621) Connection 1 (53c), in main wiring harness 


(B729) Connection 1 (50), in main wiring hamess 


sw = fisw riisw brisw 


a 
Fro Fi 
ont 
ws white 
sw black 
ro red 
it red 
by bh br brown 
ere ah 
gn green 
J217 59 bl blue 
gr grey 
li purple 
vi purple 
ge yellow 
1410142431 GT B18 5Z 1518 or orange 
Eeanicactcal rs pink 
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Kos 
Yis2a 328 (328 32a 32a 
115 at 123 14 
cant can 

0.35 0.35 0.35 0.35 0.38 

swirt orisw orbr orige 
a 

CRVTRTTRNATET 


white 
black 
red 
red 
brown 
green 
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grey 
purple 
purple 
yellow 
orange 
pink 


Control unit in dash panel insert 
Dash panel insert 

Alternator warning lamp 

Alarm system warning lamp 
32-pin connector 


Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp, Alarm 
system warning lamp 
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Onboard supply control unit , (VH1) 
From April 2013 
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Battery, Starter, Alternator, Voltage regulator, Onboard 
Jsig supply control unit 


® A Battery 


B Starter 
C  Altemator 

C1 Voltage regulator 

J519 Onboard supply control unit 

J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
S267 Fuse 9 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 
T73c 73-pin connector 


1) Earth strap, battery - body 
( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 or orange 
rs pink 
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Current Flow Diagram 
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24 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
telief,relay, Onboard supply control unit 


D 
J59 
J404 
J519 
Téam 
Téd 
T9s 


{B298 


{B299) 


(B300) 


Ignition/stafter switch 
X-contact relief relay 
Terminal 15 relief relay 
Onboard supply control tinit 
6-pin connector 

6 pin connector 

@ pin connector 


Positive connection 2 (30), in main®iring hamess 


Positive connection 3 (30), in main wirihg hamess 


Positive connection 4 (30), in main wiringhamess 
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Onboard supply control unit 


J519_ Onboard supply control unit 
SA1_ Fuse 1 in fuse holder A 
) SA2_ Fuse 2 in fuse holder A 


SA6 Fuse 6 in fuse holder A 
SAI6 Fuse 16 in fuse holder A 
SB38_Fuse.38.0n fuse holder B 
Tesee"'73-pin connector 


730 T73c 73-pin connector 
7 (8273) Positive connection (15), in main wiring hamess 
08 0.38 - 
sw switt “ 


(B275) Positive connection (87), in main wiring harriess 


(8277) Positive connection 1 (15a) in main wiring hamess 


B301) Positive connection 5 (30), in main wiring hamess 


swibl 


(8627) Positive connection 3 (15), in main wiring hamess 


25 18 
sw sw 
© ede 
40 sw = black 
swit ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 0 8 2 8 &@ © © F 6 © 4 4 42 or orange 
ET os pink 
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Onboard’supply control’ anit 


J519 Onboard supply control unit 
B25 Fuse 25 on fuse holder B 


: B29 Fuse 29 on fuse holder B 
SB36_ Fuse 36 on fuse holder B 
SB40_ Fuse 40 on fuse holder B 
SB41 Fuse 41 on fuse holder B 
SB47_ Fuse 47 on fuse holder B 
730 7730 3c 173b_ 73-pin connector 
ia toad | th T73c 73-pin connector 
I (8272) Positive connection (30), in main wiring hanes 
1 si 
I 
| 
I 
I 
25 25 10 15 
0 swdor rs rige 
| 
I 
I 
pe ; 290 we sb 
( Ee lige Bee }S825 
zy eh as Sie 
25 1 15 
t 2 t 
| ws = white 
sw = black 
ro red 
rt red 
25 br = brown 
t gn = green 
bl blue 
gr = grey 
ti purple 
vi = purple 
ge = yellow 
oe 4 6 6 7 2 4 «5 St 2 8 Sf 5 86 or = orange 
TNT «= rs = pink 
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Onboard supply control unit 


—_ J519 Onboard supply control unit 
® aENAG y T2dh 2-pin connector 
4 0 T2di 2-pin connector 
( ) T2dj 2-pin connector 
T4k —4-pin connector, in front left door 
Tan 4-pin connector, in front right door 
76] _6-pin connector 
20 : ‘e730 *¥6n__6-pin connector, in rear right door 
uy iis T6q,, 6-pin connector, in rear left door 
1736%,73-pin connector 


302. Driver door power latching motor 

303. Front passenger door power latching motor 
307 Réar left power latching motor 

308. Rear right power latching motor 


(8720) Confection 1 (central locking), in main wiring hamess 


(B721) Cont 


tion 2 (central locking), in main wiring harness 


(8722) Confection 3 (central locking), in main wiring hamess 


(R84) Connection 1 (central locking), in rear left door wiring hamess 


(R85) Connection 2 (central locking), in rear left door wiring hamess 


Connection 1 (central locking), in rear right door wiring hamess 


(R87) Connection 2 (central locking), in rear right door wiring hamess 


87 58 9 60 et 2 cy cy ca 
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Onboard supply control unit, Windscreen wiper motor 


J12_ Headlight main beam relay 
J339 X contact relief relay 2 
) J519_ Onboard supply control unit 


L1_—_Left headlight twin filament bulb 
M29 _Left headlight dipped beam bulb 
13k 3-pin connector 
T5f Spin connector 


Ye 30 %FJ0b 10-pin connector 
\ 2 Tf@b_ 10-pin connector 
i 110i %:10-pin connector 
1 T73b 73-pin connector 
T73c _73¥pin connector 
1 V__ Windscreen wiper motor 
1 ae Sk 
ae PA ts (11 ) Earth péint, in battery box 
wsign gelsw  gelsw = 
A me 
y (369) Earth confection 4, in main wiring harness 
4 (346) Connection (75), in main wiring harness 
| S g 
ee ioe Tak = Only modelgwith dual headlights 
J12 M29 Li 
white 
black 
red 
red 
brown 
green 
blue 
grey 
o) purple 
purple 
yellow 
7 2 8 % 6 68 7 7% 72 OO 8 8 88 & orange 
PT RRTTRT pink 
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Front passenger door contact switch, Rear left door contact 


J519 switch, Rear right door contact switch, Onboard supply 
a) control unit 
4 £2 Tum signal switch 
E3 Hazard waming light switch 
F3 Front passenger door contact switch 
F10 Rear left door contact switch 
= = = sei eae F11_ Rear right door contact switch 
120 6 27. AG 1 123 F120 Anti-theft alarm and vermin repellent system contact switch 
S = F138 Airbag coil connector and retum ring with slip ring 
9 J519 Onboard supply control unit 
Tid Single connector 
T1o Single connector 
Tip Single connector 
T2ab 2-pin connector 
= = - xz = 6a 6-in connector 
: ' J 1 T41a_41-pin connector 
| Z 173b 73-pin connector 
Tab Téa T4ia T4ia a 
=4iia wi we a4 N22 ATi 
x 
Fs F120 Es Fise E2 Fio | 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn green 
bl blue 
or grey 
li purple 
vi purple 
ge yellow 
6 2 0 a 2 8 6 S 9% or orange 
rs pink 


06.2013 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 38/ 9 


Onboard supply control unit 


Baki £3 Hazard waming light switch 
® £230 Heated rear window button 
- G170 Left ultrasonic sensor for anti-theft alarm system 
( ) H1_— Hom or dual tone hom 
J519 Onboard supply control unit 
J641 Alarm hom relay 
T2z  2-pin connector 
T73b 773 A730 T4ac 4-pin connector 
tia lage fee Téa 6-pin connector 
Tée 6-pin connector 
T10110-pin connector 
173b_ 73-pin connector 
0s 05 
visw swbl 
15 
swe 
Tea Tee 122 
Ae A 
Es E230 Ht 
ws = white 
sw = black 
To reds 
rt red 
br_\o2* brown 
gn green 
bl blue 
gr = grey 
fi purple 
vi purple 
ge = yellow 
Pr ee Se or = orange 
TT os pink 
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Driver door contact switch, Onboard supply control unit 


E1 Light switch 
E2 Tum signal switch 
( z | ) E22 Intermittent wiper switch 


£23 Front and rear fog light switch 
F2 Driver door contact switch 
J519 Onboard supply control unit 
Tic Single connector 
1730 T10k 10-pin connector 
T4la_41-pin connector 
T73b 73-pin connector 
&74¢,_,73-pin connector 
=~ “@jsly.qodels with Coming Home function 


swig 


E22 F2 > E23 
% ws = white 
: sw = black 
a To red 
rt red 
5 br brown 
‘One green 
bl ‘blue 
or grey 
ii purple 
vi purple 
ge = yellow 


crue ae | or = orange 
pink 
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Onboard supply control unit 


se Wi73e Se rac rac YT73 
33 Yee A (82 mo a 
yn 
n 
Aq 
a 
54 05 038 0.35 
onsw  gnisw vert galt wsige ort orfor 
fl 
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1 
1 
ae te 710K Tied tia 
md ws 10 
E22 E22 Lo Mat = a R &R 
: 2 2 
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TERETE 
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red 
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grey 
purple 
purple 
yellow 
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pink 


El 
E22 
J519 
12 
M31 
R 
T3h 
aia 
710k 
T18a 
T41a 
T73c 


=m 


Light switch 

Intermittent wiper switch 
Onboard supply control unit 
Right headlight twin filament bulb 
Right headlight dipped beam bulb 
Radio 

3-pin connector 

10:pin connector 

10-pin connecto# 

18-pin connector 

41-pin connector 

73-pin connector 

Only models with dual headlights 


Only models with Coming Home furicts 
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ac 1730 | 30 730 
3 40 iat 143 
1.0 


035 os 10 05 
busw boirt owt gusw swivs 
Tac | 
ww! we 
Gi70 E230 | | 
1 05 (05 
gisw swiws  swiws 
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v 
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410 1420—=— 31ST 18ST 521518 
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white 
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grey 
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purple 
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pink 


Onboard supply controlvunit, 


230! Heated rear window button 9 
47 Brake pedal switch ac 
Left ultrasonic sensor for anti-theft alarm syste 
Onboard supply control unit 

Engine control unit 

M1 Left side light bulb 

M3 __ Right side light bulb 

2pin connector 

2pin connector 

4-pin connector 

4-pin connector 

Tée 6-pin connector 

10-pin connector 

10-pin connector 

73-pin connector 

73-pin connector 


) Positive connection (58L), in main wiring hamess 


) Connection 3 (54), in main wiring hamess 


Positive connection (68R), in main wiring harness 


mn Only models with dual headlights 
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Onboard supply control unit 


3c 
nt 


swign 
1 10 Go 10 10 
swivs  swiws  S®gn-swign Swit 


73¢ 


orioe 


arige 


swiol sb 


| 
T1009 ft2am [. II |. e5u 
OO we aye 0 ia 
Ms Ms = M7 M7 Mo “J36t Fa 
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TRO TIRRTAETE 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


E34 
F4 
J351 
J519 
J1015 


Rear wiper switch 
Reversing light switch 

Folding exterior mirror control unit 
Onboard supply control unit 

Central control unit for window regulators 
Front left tum signal bulb 

Front right tum signal bulb 

Left brake light bulb 

Right brake light bulb 

2-pin connector 

2-pin connector 

2-pin connector 

5-pin connector 

5-pin connector 

9-pin connector 

10-pin connector 

10-pin connector 

23-pin connector 

41-pin connector 

73-pin connector 


) Connection 1 (54), in main wiring hamess 


) Connection 2 (54), in main wiring hamess 


Connection 1 (8d), in main wiring hamess 


Connection 1 (LIN bus) in main wiring hamess 


Positive connection (left tum signal bulb), in main wiring hamess 


Positive connection (right tum signal bulb), in main wiring hamess 


Only models with dual headlights 
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Onboard supply control unit 


J519 £23 


® J217 


# J519 
( ) T2a0 
T4x 
T5c 
Ti7a 
T73¢ ize 3c 173d 
T73c 


T80b 
vi2 
V59 


‘| 

i 

i 

y . (e383) 

\ =e 

10 y (8390) 
wig = 

i] 

i 


(B448) 


0.35 10 
orisw ont wsige 
4 
‘| 
ite 
| 
‘| 
4 
10 
ont | 
4 
ws = white 
7800 [ita HTe00 sw = black 
a5 Re 76 
0 v " ro red 
Jair Jair E23 217 t red 
br brown 
gn green 
bl blue 
or grey 
ii purples" 
vi purple 
ge = yellow 
Ce ncn i i i ie cc | cy or orange 
TETRIS. pink 


Front and rear fog light switch 
Automatic gearbox control unit 

Onboard supply control unit 

2-pin connector 

4-pin connector 

5-pin connector, behind rear left side trim, near wheel arch 
17-pin connector 

73-pin connector 

73-pin connector 

80-pin connector 

Rear window wiper motor 

Windscreen and rear window washer pump 


Connection 1 (powertrain CAN bus, high), in main wiring hamess 
Connection 1 (powertrain CAN bus, low), in main wiring harness 
Connéstion (rear fog light), in main wiring hamess 
Connection. (53c), in main wiring hamess 


Connection 1 (69), in main wiring harness 
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Onboard supply control unit 


se £2 Tum signal switch 
® G171__ Right ultrasonic sensor for anti-theft alarm system 
4 6397 Rain and light sensor 
( ) J519_ Onboard supply control unit 
J1062 Headlight main beam relay 2 


T3al_ 3-pin connector 
T3au  3-pin connector 
3 30 ae T3av 3-pin connector 
yia: T3e 3-pin connector 
T4k — 4-pin connector, in front left door 
Téj_6-pin connector 
8) 8-pin connector 
T101 10-pin connector 
T41a_ 41-pin connector 
173b  73-pin connector 
T73c_73-pin connector 


73¢ 
128 


a os aan ae 302 Driver door power latching motor 
) J W1 Front interior light 
W3 Luggage compartment light 
1 W11_ Rear left reading light 


( 385 ) Earth connection 20, in main wiring hamess 


Positive connection 3 (30a) in main wiring hamess 


(8325) Positive connection 11 (30a) in main wiring hamess 


(B549) Connection 2 (LIN bus) in main wiring hamess 


(B644) Connection 3 (56a), in main wiring harness 


| 


0 05 03 035 «40S 08 
wut 32 bed ri _ aaa = iM ed Only models with no rear reading lights 
g *2 Only CROSS models 
Ai 
X ws = white 
18) tio [irsta fra tzu tsa ftaav Te sw = black 
wi Re a NS A a red 
Gi Ea Gi7t G37, Wit W3 wi rt red 
br brown 
gn green 
. bl blue 
or grey 
4% li purple 
é vi purple 
— ge = yellow 
183188185 185187 190191 RD” tsk 196, or orange 
TERT os pink 
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Onboard supply control unit 
£234 Rear lid handle release button 


J519 Onboard supply control unit 


(J519 
© 2d 2-pin connector 
TSc 5-pin connector, behind rear left side trim, near wheel arch 
Sd 5-pin connector, in rear lid, near wiper motor 
173b 73-pin connector 
73c_73-pin connector 
3b 3b 3c 73D 3 gen AG. Volkswag, " 
es ies je avs"? (366 )'Earth connection 1, in main wiring hamess 
Po) VY Ma, 
(368) Earth connection 3, in main wiring harness 
Sa 
~ 
(370) Earth connection 5, iftmpain wiring harness 
05 05 25 10 25 Sa Z 
or or or or or peat % 
05 y 
ey (606 ) Earth point, under the cent console near gear stick 
15 
1.0 25 0o5 40 40 > 
brit obo 
154 


205-206 207 
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Onboard supply control unit 


E150 Driver side interior locking switch 
® J519 Onboard supply control unit 
L22 Left fog light bulb 


L23 Right fog light bulb 
M94__Left main beam headlight and fog light bulb 


M95__ Right main beam headlight and fog light bulb 
Taq 2-pin connector 


Ae 7 730 730 173 T2ed 2-pin connector 
A T2y 2-pin connector 
T4am 4-pin connector 
T4an_4-pingannector 
nae does, 
oN T5e Spin connector, behind réapjeft side trim, near wheel arch 


os T5e _5-pin connector, in rear lid, neafawiper motor 
Té}6-pin connector : 


1s 18 18 05 08 
Swi swhi sw aioe bat T21a_21-pin connector, in front left door 
T73b_73-pin connector . 
173c 73-pin connector ~ 
139 Rear lid release motor S. 
302. Driver door power latching motor 
Connection 2 (fog light), in main wiring hamess 
21a 21a 


Me Connection 3 (fog light), in main wiring hamess 


ore Only CROSS models 


25 25 05 2 

swivi whi bot 3 
Taq ff téan Tat | 
we we we 


a 2218S 2D aa 
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‘ Onboard supply*control unit 


—_ J519 Onboard supply coral unit 
® y T1k Single connector 
4 TSc _5-pin connector, behind reaeJeft side trim, near wheel arch 
( ) T16a_16-pin connector 
173b 73-pin connector 


T73c 73-pin connector 
Z1_—_ Heated rear window 


73c 


3c 1730 ac 0 Diagnostic connection 
ies f iT ie ee 
can can 
0s 025 05 0.35 
wit oxtor orl ws 
5c 
A 
i oi 
25 
or 
Tk 
Ki 
Za 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
on ee ne ee ee ee ee ee ee ee ee) or orange 
PRT os pink 
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Onboard supply control unit 


eal F111. Rear lid contact switch 
® J519 Onboard supply control unit 
z T2dk 2-pin connector 
( T4x 4-pin connector 
T5c Spin connector, behind rear left side trim, near wheel arch 
T5d —5-pin connector, in rear lid, near wiper motor 
Téj pin connector 


Ab rs rise rae Wize Vz T21a_21-pin connector, in front left door 
T73b 73-pin connector 
T73c_73-pin connector 
V12__ Rear window wiper motor 
th tel Coe 302 Driver door power latching motor 
brige brigebrlge = brige / 


(356 ) Earth connection (CL), in door wiring hamess 


Earth connection 23, in main wiring hamess 


239 240 241 (242 243 244 (245 245 
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K Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp, Rear fog 
onl ® light warning lamp, Alarm system warning lamp 
KS © G5 Rev. counter 


G21 Speedometer 
&) sos , J285 Control unit in dash panel insert 
K Dash panel insert 
K2.— Alternator warning lamp 
ne pe 9 K13._ Rear fog light warning lamp 
K95_ Alarm system warming lamp 
32a _32-pin connector 


328 T32a 
ca 5 


[ 


8 Alsen 
[=—-<----¢ 

age 

ay 

Bisa 

iy 

*e 


E 038 028 0.38 
swt ws orfor arige 

ws _syaabiite 

df sw°"= black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

vi = purple 

ge = yellow 

2530254255 HGT «5B 528] STH2HS CES 8G or orange 

TERT «= rs-= pink 
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Basic equipment 
From April 2013 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
S269 Fuse 11 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 2 3 or orange 
rs pink 
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@ 


Suran/SpaceFox/SportVan 
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No. 39/ 3 


20 


2 


23 


24 


26 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Ignition/starter switch, X-contact relief relay, Terminal 15 


relief relay 
D___Ignition/starter switch 
J59_ X-contact relief relay 
J404 Terminal 15 relief relay 
Téam_ 6-pin connector 
Téd 6-pin connector 
T9s 9-pin connector 
(8275) Positive connection (87), in main wiring hamess 
(8298) Positive connection 2 (30), in main wiring hamess 
(B299) Positive connection 3 (30), in main wiring hamess 
(B300) Positive connection 4 (30), in main wiring hamess 
(8346) Connection 1 (75), in main wiring harness 
(8729) Connection 1 (50), in main wiring harness 
= Only models with onboard supply control unit BCM 
2 Only models with onboard supply control unit BFM 
“3. Upto April 2013 
“4 From April 2013 
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Fuse.2 imfuse.holder A, Fuse 11 in fuse holder A, Fuse 20 
in fuse holder A, Fuse 26:0n fuse holder B, Fuse 31 on fuse 
holder B, Fuse 33 on fuse holder B, Fuse 39 on fuse holder 
B, Fuse 43 on fuse holder B, Fuse.48 on fuse holder B 


¢ SA2_ Fuse 2 in fuse holder A 

: SA11_ Fuse 11 in fuse holder A 

SA20 Fuse 20 in fuse holder A 

SB26 Fuse 26 on fuse holder B 

aril aris S B31 Fuse 31 on fuse holder B 
SB33_ Fuse 33 on fuse holder B 

SB39_ Fuse 39 on fuse holder B 

SB43_ Fuse 43 on fuse holder B 

SB48_ Fuse 48 on fuse holder B 


a 


Only smoker version models 
“2 Only models with onboard supply control unit BEM= 
Pip aap *3 Only models with onboard supply control unit BC 
5 “4 Upto April 2013 
5 From April 2013 


= (8627) Positive connection 3 (15), in main wiring hamessa 
B31 B43 ) 
if 
U 


SC aaa 


I 


ws = white 
sw = black 
= ro red 
tise rt red 
aL br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi = purple 
ge = yellow 
a 0 8 2 8 @ & © FF B@ © 4 4 42 or orange 
reo «rs. = pink 
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Reversing light switch, Number plate light 


F4 Reversing light switch 

B32 Fuse 32 on fuse holder B 

'$B36_, Fuse 36 on fuse holder B 

SB37"“Fuse 37 on fuse holder B 

SB38_Fusé%8 on fuse holder B 

SB47 Fuse 47’9n fuse holder B 

T2al 2-pin conriéctor 

T2ax 2-pin connector 

T2I 2-pin connectof: 

T5b _ 5-pin connector, Behind rear left side trim, near wheel arch 

T5d _5-pin connector, béhind rear left side trim, near wheel arch, in 
rear lid, near wiper rotor 
Number plate light 


x 
) { 98 ) Earth connection, in rear lid wiring hamess 


(8272) Positive connection (30)gin main wiring hamess 
(8273) Positive connection (15);in main wiring hamess 
wit 'B336) Connection 2 (54), in niain wiring harness 


(B662) Connection 2 (66b),dn main wiring hamess 


(8726) Positive connegtion 2 (58), in main wiring hamess 


2al 
2) ta — 
(W11) Connectio# (58), in rear lid wiring hamess 
ee = Qnly’models with onboard supply control unit BFM 
owl “jp, *2.\'Only models with onboard supply control unit BCM 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 4 4 4 4 4 4 5 St 2 8 5 8 56 or orange 
TROT os pink 
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oe ee 


Current Flow Diagram 


Headlight main beam relay, Fresh air blower and radiator 
fan relay, Radiator fan 


J12 
J209 
J623 
SB27 
SB35, 
T2de 
T8d 

T9c 
T10i 
T16a 


Headlight main beam relay 

Fresh air blower and radiator fan relay 
Engine control unit 

Fuse 27 on fuse holder B 

Fuse 35 on fuse holder B 

2-pin connector 

8-pin connector, behind dash panel, centre 
9-pin connector 

10-pin connector 

16-pin connector 

Radiator fan 


) Earth connection 1, in air conditioning system wiring hamess 
) Earth connection 1, in main wiring harness 


) Earth point, under the centre console near gear stick 


Earth point 1, on front of left longitudinal member 


}) Positive connection 6 (30a) in main wiring hamess 


) Connection 2 (56a), in main wiring hamess 


Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 
Diagnostic connection 
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Fuel system pressurisation pump, Right tail light bulb, Left 


1 tail light bulb, Rear left turn signal bulb, Rear right turn signal 
bulb, Left brake light bulb, Right brake light bulb, Left 
a reversing light bulb, Right reversing light bulb, 12 V socket 
Ge G 2 
G Fuel gauge sender 
Vea x G6 Fuel system pressurisation pump 
M2__ Right tail light bulb 


M4 Left tail light bulb 
oto) M6 Rear left tum signal bulb 
M8 Rear right tum signal bulb 
M9 __ Left brake light bulb 
, M10 Right brake light bulb 
M16 Left reversing light bulb 
ra Ary Brg Mai °M117 _ Right reversing light bulb 
a T3ak 3-pin connector 
T4¥, 4pin connector 
T5b Z 5-pin connector, behind rear left side trim, near wheel arch 
T5p 2-pin connector 
TSq_$-pin connector 


18 25 035 0.36 U18 42 V socket 2 
brs brisw rib =e 


( 50 ) E@éth point, on left in luggage compartment 


(372) Eaith connection 7, in main wiring hamess 


(8335) Cénnection 1 (54), in main wiring hamess 


n 7A 73 4 cs 76 7 78 79 20 at 82 83 24 
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Left headlight twin filament bulb, Right headlight twin 
filament bulb 


L1 Left headlight twin filament bulb 
Right headlight twin filament bulb 
.eaft'Side light bulb’ ~ 
Right side light bulb 
Front left tum signal bulb 
Front right turn signal bulb 
2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

3-pin connector 

3-pin connector 


10 1.0 1. a 1.0 
aisw ort wien swign 


ee oeGl 


15 15° 15 «10 «(05 10H C15 B10 
geisw gelsw weisw orisw = grisw = grrt_« grit «get © get, «wav «sign swign 


) Earth point, in battery box 


Earth point, on right in engine compartment 


Earth connection 4, in main wiring harness 


jlyzam yee ee T3h gn 
Earth connection 6, in main wiring hamess 
Ms. li M1 Le 
en fig i (381) Earth connection 16, in main wiring hamess 
e i - - (8274) Positive connection (58L), in main wiring hamess 
or or br br = 
G@) (8543) Positive connection (58R), in main wiring hamess: 
° (8630) Positive connection (left tum signal bulb) it? 
40 40 18 - 
or br or sitive connection (right tuert$idnal bulb), in main wiring hamess 
as = Only models with onboard supply control unit BFM 
Ba 2 Only models with onboard supply control unit BCM 
ro 
tt 
br 
an 
bl 
or 
© @ : 
vi 
ge 
3 8 FC mm HOH or 
rT os 
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J519 Airbag coil connector and return ring with slip ring, Horn or 
dual tone horn, Onboard supply control unit 


F138 Airbag coil connector and retum ring with slip ring 
H1 Hom or dual tone hom 
J519 Onboard supply control unit 
T2z 2-pin connector 
T16a_16-pin connector 
T73a_73-pin connector 
= Only models with onboard supply control unit BFM 
2 Only models with no rear reading lights 
*3 Only models with rear reading lights 
*4 Diagnostic connection 
5 Only models with onboard supply control unit BCM 


1738 


28 
166 149 


05 15 05 05 05 05 
ont = swiws | obrisw = brisw = giige—brisw 


Fise 
ws = white 
sw = black 
ro red 
as 4 ~ t red 
i ¢ br brown 
1S é gn = green 
be bl blue 
or grey 
li purple 
vi purple 
= ge = yellow 
99 100 101 102 103 04, 105 106 107 108 409. §"H10 m1 112 or orange 
RT os pink 
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J519 


73a 
159 


_ 2 
05 05 08 05 
brisw onisw gnisw © nit 
Tata Tata Tata Tata Tata 
i 16 15 17 720 
1a NT Se 
Tian Tian 
Fise ig 4 


10 
oniws 

13°0«118—C 5 T8112 128 12k 1285128 
CRT 


Current Flow Diagram 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Intermittenfwiper switch, Rear wiper switch, Onboard 
supply control unit, 


E22 
E34 
F138 
J234 
J519 
T4la 
T50a 


Intermittent wiper switch 

Rear wiper switch 

Airbag coil connector aiid retum ring with slip ring 
Airbag control unit 

Onboard supply control urift: 

41-pin connector 4 

50-pin connector 

73-pin connector 


Connection 2 (53c), in main wirifg hamess 


Only models with onboard supplyscontrol unit BFM 
Only models with onboard supplycontrol unit BCM 
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J519 = Turn signal switch, Headlight dipper and flasher switch, 
® / Intermittent wiper regulator, Multifunction display call-up 
button, Onboard supply control unit 


E2 Tum signal switch 
E4 Headlight dipper and flasher switch 
E38 _ Intermittent wiper regulator 


ae Wt 7a isa rsa Yiz3 % E86 Multifunction display call-up button 
=’ 2 eae | ee 3 J519 Onboard supply control unit 
2 i [ [ t T41a_ 41-pin connector 
os ose 038 «60287 os > 173a_73-pin connector 


or'sw  orfbr~—swigngelsw E —~ 


Z (B644) Connection 3 (56a), in main wiring hamess 
= Only models with onboard supply control unit BCM 


2 Only models with onboard supply control unit BFM 


as 
vie, 


rat 
123 


41a trata 
E05 132 
yy R IL 
ay 
5 25 05 08° 05 a5” 
o wsige swon swign swe swiws 


ws = white 
sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

Pe ee or orange 
rT os pink 
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Jsig Hazard warning light switch, Horn plate, Horn activation 
\ ® contact ring, Onboard supply control unit, 12 V socket, 
Glove compartment light 

) E3 Hazard waming light switch 
Hom plate 
Hom activation contact ring 

3c 7b 730 Airbag control unit 
4g 6 2 


Onboard supply control unit 
Single connector 

Single connector 

2-pin connector 

3-pin connector 

6-pin connector 

41-pin connector 

50-pin connector 

73-pin connector 

73-pin connector 

12 V socket 

Glove compartment light 


25 
swibr 


25 
swibr 


Earth connection 2, in main wiring harness 


Earth connection 3, in main wiring harness 


Earth connection 22, in main wiring hamess 


Earth point, on steering wheel 


Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 
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Light switch, Onboard supply control unit 


E1 Light switch 
£23. Front and rear fog light switch 
) J519 Onboard supply control unit 
T17a_17-pin connector 
T73b 73-pin connector 


cage ae T73¢s. T3ipin connector 


(8302) Positive connection 6’¢88), in main wiring hamess 


Only models with onboard supély, control unit BCM 
2 Only models with onboard supply control unit BFM 


15 05 
swibl  swiws 


tia 
E23 9 
NSL 
17a 
2 
KR 
ws = white 
sw = black 
a ro red 
swige rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
165 =O«tSG:Si(tST=1SSCSCiCtSD:SC(itiGSCSCtST:S*C“‘i‘teD:SCSSSCst:CSC(t SSCS or orange 
RTs pink 
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J519 Light switch, Onboard supply control unit, Windscreen and 


® rear window washer pump 


05 05 05 
art cin sais Gite: Guew. Ge 


badd 
l 


173¢ 


ab 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


El 
£23 
J519 
Lg 
T2a0 
T16a 
Ti7a 
173b 
T73c 
V59 


{ 383 


{ 605 } 


(B340) 


(B621 


=2 
J3 


Light switch 

Front and rear fog light switch 

Onboard supply control unit 

Light switch illumination bulb 

2-pin connector 

16-pin connector 

17-pin connector 

73-pin connector 

73-pin connector 

Windscreen and rear window washer pump 


Earth connection 18, in main wiring hamess 

Earth point, on top end of steering column 
Connection 1 (8d), in main wiring harness 
Connection 1 (63c), in main wiring hamess 

Only models with onboard supply control unit BCM 


Only models with onboard supply control unit BFM 
Diagnostic connection 
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ser Heated rear window button, Onboard supply control unit, 
© Front interiondight "agen 4 


«E230. Heated rear window button 
“"J519 Onboard supply control unit 
T3e 3-pin connector 
Tée 6-pin connector 
= = = =a 173b 73-pin connector 
31 60 165 3 173c_73-pin connector 
W1_Frontinterior light 


(385 ) Earth connection 20, in main wiring hamess 


(8317) Positive connection 3 (30a) in main wiring hamess 


Positive connection 11 (30a) in main wiring hamess 


(B341) Connection 2 (58d), in main wiring hamess 


Only models with onboard supply control unit BCM 
2 Only models with onboard supply control unit BFM 
“3 Only models with no rear reading lights 

“4 Only models with rear reading lights 


white 
black 
red 
red 
brown 
green 
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purple 
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J519 Brake light switch, Driver door contact switch, Front 
® passenger door contact switch, Clutch pedal switch, Brake 
pedal switch, Onboard supply control unit 
) F Brake light switch 


F2 Driver door contact switch 
F3 Front passenger door contact switch 
F36 Clutch pedal switch 

F47 Brake pedal switch 

J519_ Onboard supply control unit 

623° Engine Controbunit 

Tic Single connector 

T1d Single connector 

Tal 4-pin connector 

T4m 4-pin connector 

T73b_73-pin connector 

T73c 73-pin connector 


( 375 ) Earth connection 10, in main wiring hamess: 


(8337) Connection 3 (54), in main wiring hamess 


(8354) Positive connection 5 (87a) in main wiring hamess 


= Only models with onboard supply control unit BCMA 


inne “2 _ Only models with onboard supply control unit BFM: 
“3 Only models with 1.61 engine 
4 Only models with 1.01 Total Flex engine 
Tie 
F2 
ws 5 white 
sw =%plack 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
197198199 2002S (SGC TCH or orange 
TAT os pink 
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J519 


® / 


ra 


gr 


E9 


swirt 


[Tem 
iS 


10 ~° 035 
1 ad cdl O 
eee .: 
N24 

a 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Fresh air blower switch, Onboard supply control unit, Fresh 
air blower series resistor with overheating fuse, Fresh air 
blower, Heated rear window 


E9 Fresh air blower switch 
J301 Air conditioning system control unit 

J519_ Onboard supply control unit 

Additional brake light bulb 

Fresh air blower series resistor with overheating fuse 
Single connector 

2-pin connector 

2-pin connector 

5-pin connector, behind rear left side trim, near wheel arch 
5-pin connector, in rear lid, near wiper motor 

5-pin connector 

5-pin connector 

10-pin connector 

73-pin connector 

Fresh air blower 

Fresh air and air recirculation flap control motor 

Heated rear window 


) Earth connection, in rear lid feeder wiring harmess 


( L6 ) Connection 2, in evaporator housing unit wiring hamess 


( L8 ) Connection 4, in evaporator housing unit wiring hamess 


(76 ) Connection (87), in air conditioning system wiring harness 


= Only models with onboard supply control unit BCM 
*2 Only models with onboard supply control unit BFM 
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K 
¢ Kas Kes Kos 
©) sss 
a2 2a 
eA 3 
5 025 025 
; + grsw bisw 
| | 143 
A Je23 ] 
Uy 
Eo ee ee ee ee ee ee er ee) 


white 
black 
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blue 
grey 
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purple 
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Oil pressure switch, Fuel gauge, Fuel pump relay, Control 
unit in dash panel insert, Dash panel insert, Alternator 
warning lamp, Oil pressure warning lamp, Coolant 
temperature warning lamp (too cold), Left turn signal 
warning lamp, Right turn signal warning lamp 


F22 
Gi 
J17 

J285, 

W623: 


Oil pressure switch 

Fuel gauge 

Fuel pump relay 

Control unit in dash panel insert 

Engine control unit 

Dash painl,insert 

Altemator warning lamp 

Oil pressure waminyjamp 

Coolant temperature waming lamp (too cold) 
Left tum signal warning Idinp 

Right tum signal waming lama, 

Single connector 2 

@-pin connector 

14-pin connector, in engine compafiment 
32-pin connector 


Positive connection 1 (15a) in main wifing hamess 


Positive connection 4 (15a) in main wiring hamess 
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é Immobiliser reader coil, Handbrake warning switch, Brake 
fluid level warning contact, Rev. counter, Speedometer, 

Control unit in dash panel insert, Immobiliser control unit, 
Kio Dash panel insert, Main beam warning lamp, Heated rear 


4 window warning lamp, Brake system warning lamp 
( © sees ) D2 Immobiliser reader coil 
F9 Handbrake warming switch 
F34 Brake fluid level waming contact 
® | sss @ ki Kite G5 Rev. counter 
| | G21 Speedometer 
- J285 Control unit in dash panel insert 
frsza ‘yrsza Y= _ pest _ ie J362_ Immobiliser control unit 
\ can cart K Dash panel insert 
KI Main beam warming lamp 
on | K10 Heated rear window waming lamp 
8 ll ; K118 Brake system warming lamp 
é - ; T2ai 2-pin connector 
03 035 os 036 035 ’ 12) 2-pin connector 
ow ont orfoe bet rio T2v pin connector 
32a 32-pin connector 
a Le i re (8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 
(aS 2] ~ 
= Gal Fa g (8390) Connection 1 (powertrain CAN bus, low), in main wiring harness 
D2 2v — 
2 ~ Only models with onboard supply control unit BCM 
: 5 *2 Only models with onboard supply control unit BFM 
ose 10 
é orfte | 
ws = white 
sw = black 
ro red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ti purple 
vi purple 
ge = yellow 
zo 280A AZ (ABH HKD 25028 or = orange 
ET os pink 
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Anti-lock brake system (ABS) 
From April 2013 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 40/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
$163 Fuse 2 (30), in battery fuse holder 
S177 Fuse 5 (30), in battery fuse holder 
S270 Fuse 12 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


Earth strap, battery - body 
( 49 ) Earth point, near ..., near battery 
(507 ) Threaded connection (30), on battery fuse holder 


Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 or orange 
rs pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D__Ignition/starter switch 
E1 Light switch 

J59 X-contact relief relay 
J404 Terminal 15 relief relay 
Téam_ 6-pin connector 

766d. 6-pin connector 
T98“2-9-pin connector 

Ti7a_ 17pin connector 


( 366 ) Earth connection 1, in main wiring harness 


(606 ) Earth point, ufdier the centre console near gear stick 


(8275) Positive connection: (87), in main wiring hamess 


(B298) Positive connection 2:(30), in main wiring hamess 


(B299) Positive connection 3 {30), in main wiring hamess 


(8300) Positive connection 4430), in main wiring hamess 


white S 
black 
red 

red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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a 


eee SS 


a 


ge 
@ 
i 
oy 
g 


V—_—_—_ OO. 
8 


was 40 15 40 Pe 
ois swbl sw swit 

sw = black 

ro red 

rt red 

br brown 

ATi gn = green 

Ww? bl blue 

F26 im grey 

ii purple 

vi purple 

ge = yellow 

a 0 8s 2 8 © & © F 6B © 4 4 42 or orange 

rer rs pink 


F36 
J623 
J701 
SA2 
SA20 
SA24 
SB38 
SB44 
T3ak 

T4i 
T9m 
uU18 


(B273) 


(B354) 


(B627 
(B635) 


= 


Clutch pedal switch 
Engine control unit 
Voltage supply relay 1 
Fuse 2 in fuse holder A 
Fuse 20 in fuse holder A 
Fuse 24 in fuse holder A 
Fuse 38 on fuse holder B 
Fuse 44 on fuse holder B 
3-pin connector 

4-pin connector 

9-pin connector 

12 V socket 2 


Positive connection (15), in main wiring hamess 


Positive connection 5 (87a) in main wiring hamess 


Positive connection 3 (15), in main wiring hamess 


Positive connection 3 (87), in main wiring hamess 


Only models with onboard supply control unit BFM 
Only models with onboard supply control unit BCM 


Fuse 2 in fuse holder A, Fuse 20 in fuse holder A, Fuse 24 
in fuse holder A, Fuse 38 on fuse holder B, Fuse 44 on fuse 
holder B 
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Onboard supply control unit 


96149 Onboard supply control unit 
J519 73a 243-pin connector 
T73b 7¥pin connector 
T73c 73-piféconnector 


——] 

_ 
® 

——] 


'B346) Connectiofy1 (75), in main wiring harness 


(B729) Connection 1 (8), in main wiring harness 


Only models with ‘enboard supply control unit BFM 
*2 Only models with énboard supply control unit BCM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi = purple 
ge = yellow 
2a 4 4 4 4 4 4 5 St 8 8 5 68 58 or orange 
TENET «= rs_= pink 
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Front right speed sensor, Front left speed sensor, ABS 
control unit, ABS solenoid valve relay, Front right ABS inlet 
valve, Front right ABS outlet valve 


G45__Front right speed sensor 
mee g G47 Front left speed sensor 
J104_ ABS control unit 


J106 ABS solenoid vaive rela 
I Neo ai N100 J1065-———7 i 


J623 Engine control unit 


N99 Front right ABS inlet valve 
) N100_ Front right ABS outlet valve 


T2cx 2-pin connector 
T2cy 2-pin connector 
738a_38-pin connector 


(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 


ea T3ea Ta a 38 = 
iis ue a Yrs iia 
cane (8390) Connection 1 (powertrain CAN bus, low), in main wiring harness 
075 (075 075 075 0.36 
on sw sw br ortor 
035035 035035 
orisw —ofsW orfor vibe 
race fftzcx 
2 A A A ws = white 
sw = black 
J623 J623 ro red 
rt red 
br = brown 
gn = green 
bl blue 
ar = grey 
fi purple 
vi purple 
ge = yellow 
Ce or = orange 
TRENT] = S. pink 
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Rear right speed sensor, Rear left speed sensor, ABS 
control unit, ABS return flow pump relay, Rear right ABS 
inlet valve, Rear left ABS inlet valve, ABS return flow pump 


G44 Rear right speed sensor 
G46 Rear left speed sensor 
J104 ABS control unit 

J105 ABS retum flow pump rela 
a) pump relay 


15 Nizs vb Nise N133. Rear right ABS inlet valve 
N134__ Rear left ABS inlet valve 


( ® ) T2cew 2-pin connector 


T2cz , 2-pin\connector 
| E384 “38-pin connector ao. 


Jt04 


No" v39_ ABS retum flow pump 7° 


(55 ) Earth point, next to ABS control Unit, 


T3282 Wises Wrsse 382 7383 
125 H 


382 
7 Cz) 


s (8739) Connection (rear right speed sensor +), in’main wiring hamess 


(8740) Connection (rear right speed sensor —), in maifrawiring hamess 
25 40 08 os é = 4 
ftign ftign sw ge = 


(8741) Connection (rear left speed sensor +), in main wiritig hamess 


(8742) Connection (rear left speed sensor -), in main wiringharness 


white 
black 

{red 
red, 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


n 72 73 4 75 76 7 78 79 20 at 82 83 84 
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Brake light switch, Brake fluid level warning contact, Brake 
pedal switch, ABS control unit, Front left ABS inlet valve, 
Front left ABS outlet valve, Rear right ABS outlet valve, Rear 


Jt 


04 


 N136) 


IS Nio2 


85 


286 


88 


1 


2 


7 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


»,left ABS outlet valve 


Brake light switch 


., Brake fluid level warning contact 
“Brake pedal switch 


Atpbient temperature sensor 
ABS;control unit 

Enginé control unit 

Front left ABS inlet valve 
Front lef ABS outlet valve 
Rear righABS outlet valve 
Rear left ABS outlet valve 
2-pin conngctor 

2-pin connector 

4-pin connégtor 

38-pin connector 


Earth point.0n left in engine compartment 
Earth conection 4, in main wiring harness 
Connection 3 (54), in main wiring harness 


Only.fodels with 1.61 engine 
Only’ models with onboard supply control unit BFM 


Qaily models with onboard supply control unit BCM 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp, ABS 
warning lamp, Brake system warning lamp 


4 G5 Rev. counter 

= =e G21 Speedometer 

® ® eo ‘< J285 Control unit in dash panel insert 
eS a J446 Parking aid control unit 


K Dash panel insert 

K2 Alternator warming lamp 
K47 ABS warming lamp 

icmeie K118_ Brake system warning lamp 
® Kune agen A‘ T2dg 2-pin connector 

Ti6e 16-pin connector 

32a _32-pin connector 


: " i) {WS Glove compartment light 
(8277}"Positive connection 1 (18a) in main wiring hamess 


® 


038 028 os 0.25 
swt oxisw oer brige 
0s 05 
swign swign sw 
oe _ 
sw = black 
Jess We ire} red 
rt red 
br brown 
gn 
J bl ‘blue 
or grey 
li purple 
vi purple 
ge = yellow 
En ee er or orange 
rea os pink 


06.2013 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 41/ 1 


Fog light and rear fog light 
From April 2013 
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rl 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


(1) Earth strap, battery - body 
(Ss62 []S185 
fsa Wom = 


( 49 ) EartPBoint, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


ws = white 
sw = black 
ro = red 
t= red 
br = brown 
A gn = green 
i bl blue 
ar = rey 
i purple 
3) vi = purple 
ge = yellow 
1 2 8 4 6 6 7 8 8 © WW 2 @ 1 on = orange 
roman =r = pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D___Ignition/starter switch 
J59 X-contact relief relay 
J404 Terminal 15 relief relay 
Téam 6-pin connector 

Téd 6-pin connector 

T9s 9-pin connector 


(366 ) Earth connection 1, in main wiring harness 
(8298) Positive connection 2 (30), in main wiring hamess 


(B299) Positive connection 3 (30), in main wiring hamess 


(B300 }ePasitiye connection 4 (30), in main wiring hamess 


408 


19 254 05 225 60 
sw risw swt’ swipe Set t 

: ws = white 

sw = black 

ro red 

, rt red 

, br brown 

J : 2 gn = green 

bl blue 

or grey 

i purple 

? ups purple 

G@.,= yellow 

6 6 7 8 0 20 m 2 2 mM 8 6 WF 2B or )porange 

TT Ts pink’ 
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Fuse 26 on fuse holder B, Fuse 31 on fuse holder B, Fuse 
32 on fuse holder B, Fuse 35 on fuse holder B, Fuse 38 on 
fuse holder B, Fuse 43 on fuse holder B 


GA =e = Sen AG J623 Engine control unit 
: M1 Left side light bulb 
‘ M3__ Right side light bulb 

} 

to 

is 


SB26 Fuse 26 on fuse holder B 
SB31 Fuse 31 on fuse holder B 
SB32 Fuse 32 on fuse holder B 


10 0s SB35_ Fuse 35 on fuse holder B 
orl os sw SB38_ Fuse 38 on fuse holder B 
$843 Fuse 43 on fuse holder B 
T2an 2-pin connector 
T2w 2-pin connector 
10a 10-pin connector 
108 10-pin connector 
Sta ase _& 
i I (8273). Positive connection (15), in main wiring harness 
ia B43 » 
sa Ee = 
I { | (8274); Positive connection (58L), in main wiring hamess 
10 fab 26 - 
(8543) Positive connection (58R), in main wiring hamess 
(8627) Positive connection 3 (15), in main wiring hamess 
3 8 = 
a aes (B726) Positive connection 2 (68), in main wiring hamess 
* Only models with onboard supply control unit BFM 
*2 Only models with dual headlights 
*3 Only models with onboard supply control unit BCM 


ws = white 
sw = black 
sw grt = grit, ~=—sgrisw —grisw rt red 
br brown 
gn = green 
bl blue 
rida ftzan ffr2w  itt0 oe a 
O O v v " 
ii purple 
Ms M300 Mt Mi vi purple 
ge = yellow 
a 0 8 2 8 @ © © FF 8B © 0 4 22 or orange 
mT os pink 
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Onboard supply control unit 
aa Wivaa | 73a \WT73a 
ist pss fer ys” se 


J519GOnboard supply control unit 
T73a_74pin connector 
= Onlymodels with onboard supply control unit BFM 


@®]s 


os 0s 05 tO 
gnisw brisw sw swiws swight aioe rtisw 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
J 0 Bs or grey 
li purple 
vi = purple 
ge = yellow 
2 4 4 4 4 4 4 5 St 8 8 8 8 86 or orange 
TTT «= rs = pink 
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Light switch,’Front and rear fog light switch 


E1 Light switeh® 
s E23 Front and reat fag light switch 
2 Ti7a_17-pin connector 
= Only models with dfboard supply control unit BFM 


10 10 
grige grb 


Obra 


t swirt swiws 


[-—— 
2% 


white 
black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi = purple 
ge = yellow 
7 8 8 6 of 2 68 & 6 6 of 6 6 70 or orange 
TTT «= rs = pink 
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Front and rear fog light switch, Light switch illumination bulb 


£23. Front and rear fog light switch 
L9 Light switch illumination bulb 
T17a_17-pin connector 


(8340) Connection 1 (58d), in main wiring hamess 


= Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 
-3. Only CROSS models 


05 05 
grige §— grige 


| \ 


n 72 73 4 75 
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5. Volk 


Current Flow Diagram 


Taq 


12aq 
A 


3 


< 


85 


7 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Rear fog light bulb, Left fog light bulb, Right fog light bulb, 
Left main beam headlight and fog light bulb, Right main 
beam headlight and fog light bulb 


Rear fog light bulb 

Left fog light bulb 

Right fog light bulb 

Left main beam headlight and fog light bulb 
Right main beam headlight and fog light bulb 
2-pin connector 

2-pin connector 

2-pin connector 

4-pin connector 

4-pin connector 


Earth point, on right in engine compartment 


Earth point, on left in luggage compartment 


) Earth connection, in rear lid feeder wiring harness 


) Earth connection 6, in main wiring harness 


) Earth connection 16, in main wiring hamess 


) Earth point 1, on front of left longitudinal member 


Connection (fog light), in main wiring hamess 


Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 
Only CROSS models 
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Fog light relay, Onboard supply control unit, Headlight main 


beam relay 2 
Je19 JS Fog light relay 
® J519 Onboard supply control unit 
J1062 Headlight main beam relay 2 
T10j 10-pin connector 
T101 10-pin connector 
173b 73-pin connector 
T73c 73-pin connector 
Tac 
i (8338) Connection 1 (56), in main wiring harness 
t — 
1 (8346) Connection 1 (75), in main wiring harness 
1 = 
1 of (8644) Connection 3 (56a), in main wiring hamess 
1 ap * Only CROSS models 
il 2 Only models with onboard supply control unit BFM 
% “3. Only models with onboard supply control unit BCM 
x 05 26 > 
4 or Swi 
' A 
t 
' 2 
a mw F tp 
1 1 1 10) 
| is 
i ' : 20 
or ok : 
ot ka g 
25 25 05 05 25 10 08 = 10 
wsign wsign = wsign ws rior switt ‘swige swit 
mn 7 - 
i wei wl 
a, f x | ws White 
sw = Sdlack 
To red 
rt red 
be brown 
‘gn green 
bl blue 
S or grey 
li purple 
vi purple 
ge = yellow 
Ee ee cr or orange 
TerT rs pink 
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Onboard supply control unif 


J519 Onboard supply control unit 


Js19 173b_ 73-pin connector 
@ ‘ 73c_73-pin connector 
( ) (8812) Connection 2 (fog light), in main wiring harriégs 
=~ Only models with onboard supply control unit SEM 
-2 Only CROSS models 
73 73 7 2c 
me We 7 ya" tii 
| | 
H H 
H Hl 
H H - 
W ‘| 
1 a 
H H 
H H 
‘| ‘| 
W a 
I I oF 
095 05 05 06 1518 
3 sige swt wsige swt swt 
A A 
W ‘| 
H H 
H H 
i] q 
W ‘| 
H H 
ws = white 
i \\ or sw = black 
\ \ sw ro = red 
rt red 
i fl br brown 
gn = green 
dh di bl = blue 
gr = grey 
li purple 
vi = purple 
ge = yellow 
nso) oS)’ on “> tosmnige 
TTT! «= rs = pink 
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Onboard supply control unit 


J519 Onboard supply control unit 


J5i9 T73b 73-pin connector 
T73c_73-pin connector 
© = Only models with onboard supply control unit BCM 


73¢ 30 720 Ur73c Tac yr7ac | YT72 
fa ia i 40 yar me Ye” fie 
| 
i 
M 
i 
ty 
om 05 0 10 5 10 05 05 035 035 05 5 
ade wslgnorisw wsige © rtgn «gat, = onlge © rs orfbr © orfol._«gnisw sign 
1 iT Bs 
i i 
1 H 
= 1 i 
= 1 i) 
1 4 =] 
1 i 
1 i 
\ ws = white 
1 | sw = black 
l \ oe 
| rt red 
1 W br = brown 
, gn = green 
a i) bl blue 
gr = grey 
ii purple 
vi = purple 
‘s ge = yellow 
127 128 129 130 Pt, 132 133 134 136 ga 137 138 139 140 or orange 
6 TETRA] «= Ss = pink 
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Onboard supply control unit 


J519 Onboard supply control unit 
Js12 T73b 73-pin connector 
T73c 73-pin connector 


® 


( (B729) Connection 1 (50), in main wiring harness 


(8813) Connection 3 (fog light), in main wiring hamess 


frye tse fi = Only models with onboard supply control unit BCM 
2 Only models with onboard supply control unit BFM 
-3. Only CROSS models 
08 5 08 
gelsw  gnisw swiws 
or zi Bi 
2 

25 25 25 we 

nisw fisw sw be 

ro 

mt 

br 

gn 

bl 

or 

ii 

vi 

ge 

“i 42814 STDS SZ or 

mT os 
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60 60 25 5 
swge — swirt Pswitt 


t 


Toi 
A 


Ja 


186 


157 


160 


161 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Fuse 1 in fuse holder A, Fuse 2 in fuse holder A, Fuse 3 in 
fuse holder A, Fuse 11 in fuse holder A, Fuse 17 in fuse 
holder A, Fuse 21 in fuse holder A 


J12 
SAI 
SA2 
SA3 
SAT1 
SAI7 
SA21 
T10i 


(B272 


(B275) 


2 


Headlight main beam relay 
Fuse 1 in fuse holder A 
Fuse 2 in fuse holder A 
Fuse 3 in fuse holder A 
Fuse 11 in fuse holder A 
Fuse 17 in fuse holder A 
Fuse 21 in fuse holder A 
10-pin connector 


Positive connection (30), in main wiring hamess 


Positive connection (87), in main wiring hamess 


Only models with onboard supply control unit BFM 
Only models with onboard supply control unit BCM 
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Light switch, Front and rear fog light switch, Light switch 
illumination bulb 

Light switch 

Front and rear fog light switch 

Light switch illumination bulb 

10-pin connector 


Earth connection 2, in main wiring harness 


Earth connection 3, in main wiring harness 


Earth point, under the centre console near gear stick 


Only models with Coming Home function 
Only models with onboard supply control unit BCM 


ws = white 
sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

vi purple 

ge = yellow 

ee ee ce i) or orange 
mT os pink 
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Intermittent wiper switch, Airbag coil connector and return 
ring with slip ring, Windscreen and rear window washer 


pump 


£22 Intermittent wiper switch 
F138 Airbag coil connector and retum ring with slip ring 
209 Anti-theft alarm ultrasonic sensor 
J234 Airbag control unit 
J1015 Central control unit for window regulators 
Tao 2-pin connector 
Tai 4-pin connector 
iG T4x 4-pin connector 
"of, TSa 5-pin connector, behind rear left side trim, near wheel arch 
’§5e — 5-pin connector, in rear lid, near wiper motor 
123%, 23-pin connector 
Téla 41-pin connector 
T50a 50%pin connector 
V12_ Rearsyindow wiper motor 
59 Windscrgen and rear window washer pump 


05 05 05 05 = 05 05 05 05 05 05 
wor swbl brisw brsw bli sbgngnigegnge = gn/sw gnisw 


Tata Tata 41a tata, tata 
710 19 lint 7 8 
20 1a E+ Fe 


Connectioft 1 (LIN bus) in main wiring hamess 


) Connection 1453c), in main wiring hamess 


ci) F138 
) Connection 2 (S3c), in main wiring hamess 
ve = Only models with onboard supply control unit BFM 
4 °2 Only models with onboard supply control unit BCM 
a 2 
1.0 > 
onus 


18300184185 
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T Turn signal switch, Rear wiper switch, Intermittent wiper 


regulator, Multifunction display call-up button 


25 E2 Tum signal switch 
oe E34 Rear wiper switch 

E38 _ Intermittent wiper regulator 

E86 Multifunction display call-up button 
J12_ Headlight main beam relay 

T10i 10-pin connector 

T4la_41-pin connector 


(8662) Connection 2 (6b), in main wiring hamess 


= Only models with onboard supply control unit BFM 
“2 Only,qodéis With Sheard supply control unit BCM 


Tata 


i S 
i 
| a 
| s 
J 
05 25 25 
oniws wsige t S 
f 5, 5 
| 
\ é 5 
| 
\ ws 
sw Re 
| To 
t 
| % 
0; br 0 
Gal gn 
we bl 
gr 
li 
vi 
ge 
197° 198 199-200 stsm 203 (tC GCC or 
TET rs. 
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Headlight dipper and flasher switch 


E4 Headlight dipper and flasher switch 
T16a_16-pin connector 
T4la_41-pin connector 


(383 


Earth connection 18, in main wiring hamess 


Earth point, on top end of steering column 


= Only models with onboard supply control unit BCM 
2 Only models with onboard supply control unit BFM 
Diagnostic connection 


Es 


"2 
05 05 
swign swign 


a 2218S 
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Speedometer, Control unit in dash panel insert, Dash panel 
insert 


K G21 Speedometer 
J285 Control unit in dash panel insert 
G2 J623_ Engine control unit 
® K Dash panel insert 
32a _32-pin connector 


® ) (B277) Positive connection 1 (15a) in main wiring harness 
285 J 


(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 


(8390) Connection 1 (powertrain CAN bus, low), in main wiring harness 
sea Wisza Wises : 


Only models with onboard supply control unit BFM 
tO. 2 Only models with onboard supply control unit BCM 


036 = 0.35 
grige — grisw 


035 (0.35 035 035036 
ort = onfbr orsw orsw orisw 


ws = white 
sw = black 

O 0 To red 

Je2s Je23 a red 

br brown 

gn green 

bl blue 

or grey 

° li purple 

e vi purple 

E ge yellow 

25 THD 283 C 8S 28G— 2288 or orange 
POTTS. pink 
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Rev. counter, Control unit in dash panel insert, Dash panel 
insert, Main beam warning lamp, Alternator warning lamp, 
Rear fog light warning lamp 


GS Rev. counter 


L- 


1.0 
wir 


=¢ 


& = ——e—— ig ——_______ — 


i—! 


1 
wsisw 


! 
[bh 


250 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Gs SKN “885 _ Control unit in dash panel insert 


‘Dash panel insert 

Maifitgeam waming lamp 
Altemattos warning lamp 

Rear fog light warning lamp 

Left headlighttwin filament bulb 
Right headlight tain filament bulb 
Left headlight mai beam bulb 
Right headlight maf) beam bulb 
3-pin connector 
3-pin connector 3 

5-pin connector, behind rear left side trim, near wheel arch 
10-pin connector 

10-pin connector 

32-pin connector @ 


) Connection (rear fog light), in main wiring hamess 


) Connection 2 (56a), in main wiring hanes 


Only models with dualfieadlights 
Only models with onboard supply control unit BCM 
Only models with haiSgen headlights 
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Automated manual gearbox 
From April 2013 
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J519. Battery, Starter, Alternator, Voltage regulator, Onboard 
\\ © supply control unit 
1 A Battery 
B Starter 


C  Altemator 
C1 Voltage regulator 

aa J519 Onboard supply control unit 
50 J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
S179 Fuse 7 (30), in battery fuse holder 
$180 Fuse 8 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 
173a_73-pin connector 


( 1) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


Threaded connection (30), on battery fuse holder 


Only models with onboard supply control unit BCM 
2 Only models with onboard supply control unit BFM 


wsS= white 
swe = black 
re red 

it red 

br brown 
gn = green 
bl blue 
or grey 

ii purple 
vi purple 
ge = yellow 
or orange 
rs pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
/ relief relay, Onboard supply control unit 


J12_ Headlight main beam relay 
J59_ X-contact relief relay 
J404_ Terminal 15 relief relay 


T73a a 73a 73a J519 Onboard supply control unit 


| D  Ignition/starter switch 


fo Nee 68 152 Téam_ 6-pin connector 
Nase 6d 6-pin connector 


T9s  9-pin connector 


” T10i10-pin connector 
05 08 036 G0 60 160 60 08 05 “5 05 é 
vie sw ors t ot sw oh orf gelsw Sy rts Ase. 2 Pa compe 


| | i | ‘ | ‘|. (8273) Positive connection (15), in main wiring hamess 


(8275) Positive connection (87), in main wiring hamess 


(B298) Positive connection 2 (30), in main wiring hamess 


(B299) Positive connection 3 (30), in main wiring hamess 


(8300) Positive connection 4 (30), in main wiring hamess 


(B626) Positive connection 2 (15), in main wiring hamess 


lim 2 = Only models with onboard supply control unit BFM 
Hi D 5 *2 Only models with onboard supply control unit BCM 
— FE 
2 Yn $ 
fs so 
10 25 
sw isw 
| ws = white 
ot sw = black 
$ fo = red 
OW rt red 
0 br = brown 
sw gn green 
a I a bl blue 
gr = grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 68 9 © mM 2 2B * 8 26 7 2 or = orange 
TET rs pink 
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Onboard supply control unit 


— 


/ J519 Onboard supply control unit 
SA2_ Fuse 2 in fuse holder A 


SAQ Fuse 9 in fuse holder A 
SA13_ Fuse 13 in fuse holder A 
SA19_ Fuse 19 in fuse holder A 


. r73 U rise ae SA21 Fuse 21 in fuse holder A 
ie i 57 T73b 73-pin connector 
rare an | (ates T73c 73-pin connector 
(B627) Positive connection 3 (15), in main wiring hamess 
035 «035 «0.36 = 
orl = onfbr = orfbr * 


Only models with onboard supply control unit BCM 


F I | 2 Only models with onboard supply control unit BFM 
iw 68 
‘ 


| 23 


Ais 
4 13b 

G5 

ige 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn. = green 
bh.= blue 
or rey 
li purple 
vi purple 
ge = yellow 

a 0 8m 2 8 8 © © F 8B © 0 4 @2 or orange 
rE os pink 
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Automatic gearbox control unit, Selector lever sensors 
control unit 


J217 Automatic gearbox control unit 
J587 Selector lever sensors control unit 
J623/ Engine control unit 

T10g 10-pin connector 

T16a_16-pin connector 

T80b 80-pin connector 


(367 ) Earth connection 2, in main wiring harness 


) Earth connection 3, in main wiring harness 


/*@onnection 2 (58d), in main wiring hamess 


Connection 1 (powertrain CAN bus, high), in main wiring hamess 


(8390) Connection 1 tbowertrain CAN bus, low), in main wiring hamess 


(B625) Connection (K-diagnosis wire), in main wiring harness 


Diagnostic connectién 
*2 Only models with onboard supply control unit BFM 
*3 Only models with onfoard supply control unit BCM 


E-=—=—=—= 
Eh 7 


white 
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red 
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green 
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grey 
purple 
purple 
yellow 
orange 
pink 


43 “4 45 
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i T80b 


15 
br 


87 58 89 60 


Automatic gearbox control unit, Clutch actuator valve, 
Selector lever valve 1, Selector lever valve 2, Selector lever 
valve 3 


J217 Automatic gearbox control unit 
N255_ Clutch actuator valve 
N284_ Selector lever valve 1 
N285 Selector leyerwalval2: 
N286 Seleet6t'fever valve 3 
T2dz0'2-pin connector 

‘Sea 2-pin connector 
T2eb 2-pin connector 
Tec 2-pin connector 
T14c 14-pin connector, on left in engine compartment 
T80b 80-pin connector 


( 12 ) Earth point, on left in engine compartment 


(382) Earth connection 17, in main wiring hamess 


( 671 ) Earth point 1, on front of left longitudinal member 
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Gearbox input speed sender, Clutch position sender, Gear 
detection sensor, Automatic gearbox control unit 


G182_ Gearbox input speed sender 
G476 Clutch position sender 
G604 Gear detection sensor 
J217 Automatic gearbox control unit 
@2dy 2-pin connector 
T4ak 4-pin connector 
on 14; 4-pin connector 
114b @44-pin connector, on left in engine compartment 
(3) 7T14c “¥4-pin connector, on left in engine compartment 
Vso Bi | ! y 1200 fraps ‘fran ‘rape fra T80b 8Gpin connector 
we Yio fie” as” Vis 
os 05 0s 05 «05 «05s 
sige sw lign Dorit 
Hh rab prtay Airtan Arta 
08 os 08%, 05 05 05 
bisw burt vit Grp, BL lge 
tak fftsae rack Prsax 
14) a Me 
Oe ws white 
_ -_ sw black 
©) To red 
mt red 
Geos br brown 
gn = green 
bl blue 
or grey 
fi purple 
vi purple 
ge yellow 
nn 2 8 %@ % 6 7 7 7 rr or =iogang 
PTT rs pink 
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J217 
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soo Veo Y 
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asap ria ab rig 
0 
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6270 
G616 
J217 
4623 
T3ap 
Taal 

T14b 
T80b 


{B729) 


“2 
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Gearbox hydraulic pressure sender, Sensor 2 for gear 
detection, Automatic gearbox control unit 


Gearbox hydraulic pressure sender 

Sensor 2 for gear detection 

Automatic gearbox control unit 

Engine control unit 

@-pin connector 

4-pifeonnector 

14-pin cOimnector, on left in engine compartment 
80-pin connértor 


Connection 1 (S03:.in main wiring harness 


Only models with onboard supply control unit BFM 
Only models with onbéard supply control unit BCM 
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Fo 


‘80 W200 Wis00 
ze” Yar? Wire . 


15 (05 


i 

15 

ae 
085 08 E 
brit it 
k- 


Js19| 


05 40 0s 
brige it ‘switt 


Téan i Téah 
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0. 


gan Teen 
3 2 
85 87 
5 40 
br 


white 
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red 
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blue 
grey 
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purple 
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orange 
pink 


Driver door contact switch, Handbrake warning switch, 
Automatic gearbox control unit, Gearbox hydraulic pump 
relay, Hydraulic pump for gearbox 


F2 Driver door contact switch 

F9 Handbrake waming switch 
J217 Automatic gearbox control unit 
J510 Gearbox hydraulic pump relay 
T1q Single connector 
T2dx 2-pin connector 

T2v 2-pin connector 
Téah 6-pin connector 
T80b 80-pin connector 
387 Hydraulic pump for gearbox 


(366) Earth connection 1, in main wiring harness 
Earth connection 21, in main wiring hamess 
Earth point, under the centre console near gear stick 


) Connection 1 (54), in main wiring hamess 


Connection (hydraulic pump waming lamp), in main wiring 
hamess 


Only models with onboard supply control unit BFM 
Only models with onboard supply control unit BCM 
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113 


114 


115 


117 


118 


119 


120 


121 


123 


126 


Starter motor relay, X contact relief relay 2, Starter motor 
relay 2 


J53__ Starter motor relay 
J339 X contact relief relay 2 
J623_ Engine control unit 
J695 Starter motor relay 2 
Téan 6-pin connector 
F80Ks,9-pin, connector 
Ti0h 10-pin Corihector 


(8272) Positive connection (38), in main wiring hamess 


(8346), Connection 1 (75), in main wiring hamess 


\B467) Connection 3, in main wiring hamess< 


= Only models with onboard supply contrét.unit BCM 
2 Only models with onboard supply control-ynit BFM 


06.2013 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 42/ 11 


Tiptronic switch in steering wheel to shift down, Multifunction 
buttons on left in steering wheel, Airbag coil connector and 
return ring with slip ring, Horn plate 


LF. 


E439 Tiptronic switch in steering wheel to shift down 
E440 Multifunction buttons on left in steering wheel 

\ F138 Airbag coil connector and retum ring with slip ring 

H Hom plate 

T3an 3-pin connector 

Téai_ 6-pin connector 

Fat [Flat 12h 12-pin connector 

T4la_41-pin connector 


Earth connection, in airbag wiring hamess 


Earth connection 18, in main wiring hamess 


) Earth point, on top end of steering column 


(B528) Connection 1 (LIN bus) in main wiring hamess 


= Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 


127128 
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Tiptronic switch in steering wheel to shift up, Multifunction 
buttons on left in steering wheel, Multifunction buttons on 
right in steering wheel 


E438 Tiptronic switch in steering wheel to shift up 
E440 Multifunction buttons on left in steering wheel 
E441 Multifunction buttons on right in steering wheel 
T3ao_3-pin connector 

FBhen¥-pin connector 

T8m  &-pirreennector 


Tem 


® 
i 
§ 


Eat br 


141014214314 4B GAT B48 1521S 1B or 
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Rev. counter, Speedometer, Control unit in dash panel 
K insert, Dash panel insert, Alternator warning lamp, Brake 


system warning lamp, Malfunction warning lamp 
Me Ket GB. cetRev. Curters! ‘ 
_iS"621 Speedometer oF 
( » J285 Control unit in dash panel insétt2 
K Dash panel insert 
K2 — Altemator warning lamp 
ae K118 Brake system waming lamp 
K121 Malfunction warning lamp 
732a 32-pin connector 
‘32a 32a = — 
6 2 g (8340) Connection 1 (58d), in main wiring hamess 
* Only models with onboard supply control unit BCM =. 
035 0.35 
arige brit 
05 5 
atige 0 ° 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
oe en ee ne ee a ee nT) or orange 
TTT rs pink 
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Dual headlight 
From April 2013 
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2 2 
035 (O. 
oF 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


( 1) Earth strap, battery - body 


Asie ths 
[ee° [se 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 2 314 or orange 
TET Ts pink 
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20 


26 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D 
J59 
J404 
Téam 
Téd 
T9s 
( 366 
(B298 


(B299) 


(B300) 


Ignition/starter switch 
X-contact relief relay 
Terminal 15 relief relay 
6-pin connector 

6-pin connector 

9-pin connector 


Earth connection 1, in main wiring harness 


Positive connection 2 (30), in main wiring hamess 


Positive connection 3 (30), in main wiring hamess 


Positive connection 4 (30), in main wiring hamess 
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Euse 26\onfuse, holder B, Fuse 31 on fuse holder B, Fuse 
35 on fuse holder B;Fuse 37 on fuse holder B, Fuse 38 on 
fuse holder B, Fuse 47 on fuse holder B 


“ SB26 Fuse 26 on fuse holder B 
R SB31_ Fuse 31 on fuse holder B 
1 $B35 Fuse 35 on fuse holder B 
SB37_ Fuse 37 on fuse holder B 
- 4 SB38_ Fuse 38 on fuse holder B 
1 SB47_ Fuse 47 on fuse holder B 
1. 05 25 D pas Zs 
sw wsisw (8273) Positive connection (15), in main wiring haméss 
1 2 
4 (8543) Positive connection (58R), in main wiring hamess 
1 s 
Res Reso (8627) Positive connection 3 (15), in main wiring hamess 
ee I es * Only models with onboard supply control unit BEM 
RA rea *2 Only models with onboard supply control unit BGM 
= = 
1 
1 
1 
' 
05 10 28 
sw ait veion 


a 


ws = white 
sw = black 
ro red 
grt = grit grit rt rot 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 0 8m 2 8 @ 8S © F 8B © 4 4 22 or orange 
mT os pink 
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Fuse 32 on fuse holder B, Fuse 36 on fuse holder B, Fuse 
43 on fuse holder B, Fuse 47 on fuse holder B 


SB32 Fuse 32 on fuse holder B 
SB36 Fuse 36 on fuse holder B 
SB43_ Fuse 43 on fuse holder B 
B47 Fuse 47 on fuse holder B 


(8272) Positive connection (30), in main wiring hamess 


10 10 ‘ , , se 
ane fd ; (8274) Positive connection (68L), in main wiring harness 
t s ny (8726) Positive connection 2 (58), in main wiring hamess 
i = Only models with onboard supply control unit BFM 
. 2 Only models with onboard supply control unit BCM 
esa 70 2a 


1 
UjDeU, 


grisw t grign 


10 10 0.384 
grisw — grisw ft orion 

| 
43 44 45 46 a7 48 49 50 a1 62 53 54 
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Light switch, Front and rear fog light switch 


E1 Light switch 
E23 Front and rear fog light switch 
H Ti7a_17-pin connector 
ql = Only models with onboard supply control unit BFM 


2 Only models with onboard supply control unit BCM 


Net 
rT 7a. 
ho. 
XR 
25 Ss 25 25 
t wit oni 
white 
9 black 
2 ¢ red 
red 
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green 
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grey 
purple 
purple 
yellow 
Ca a en ee ee ee ee orange 
TRE] «Ss = pink 
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05 
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Hazard warning light switch, Front and rear fog light switch, 


Light switch illumination bulb 


E3 Hazard waming light switch 
£23 Front and rear fog light switch 
L9 Light switch illumination bulb 

Téa 6-pin connector 


T17a_17-pin connector 
oan 


( fs," 
(367 ) Earth connection 2, in main wiring harness 
~~ 


foN 
( 368 ) Earth connection 3, in main wiring harness 


(606 ) Earth point, under the centre console near gear stick 


(8340) Connection 1 (58d), in main wiring harness 
* Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
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ge = yellow 
nm 2 8 % 6 6 7 2 2 wo 8 a 28 or orange 
nT os pink 
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Left side light bulb, Right side light bulb, Front left turn signal 
bulb, Front right turn signal bulb, Left headlight dipped beam 
bulb, Left headlight main beam bulb, Right headlight dipped 
beam bulb, Right headlight main beam bulb 


M1 Left side light bulb 

M3__ Right side light bulb 

M5_— Front left tum signal bulb 

M7 Front right tum signal bulb 

M29 _ Left headlight dipped beam bulb 
M30__Left headlight main beam bulb 
M31__ Right headlight dipped beam bulb 
M32__ Right headlight main beam bulb 
T10a_10-pin connector 
T10b 10-pin connector 


( 13 ) Earth point, on right in engine compartment 


Earth connection 6, in main wiring harness 
( 381 ) Earth connection 16, in main wiring harness 
(671 ) Earth point 1, on front of left longitudinal member 


= Only models with onboard supply control unit BCM 
2 Only models with onboard supply control unit BFM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi = purple 
ge = yellow 
or orange 
rs = pink 
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Reversing light switch, Right tail light bulb, Left tail light bulb, 
Rear left turn signal bulb, Rear right turn signal bulb, Left 

brake light bulb, Right brake light bulb, Left reversing light 
bulb, Right reversing light bulb, Additional brake light bulb 


F4 Reversing light switch 
M2_— Right tail ight bulb 

M4 Left tail light bulb 

M6 Rear left tum signal bulb 
M8 Rear right tum signal bulb 
M9 _ Left brake light bulb 
M10__ Right brake light bulb 
M16 Left reversing light bulb 
M17 __ Right reversing light bulb 
M25 Additional brake light bulb 
T2al 2-pin connector 

2du 2-pin connector 


10 10 Tak 3-pin connector 
eet swt 15@; 5-pin connector, behind rear left side trim, near wheel arch 
T5p% 5-pin connector 
T5q_5-pin connector 
eae ae ect | UI8 #2 V socket 2 
» 


( 21 ) Easth point, near fuel pump 


(8336) Connection 2 (4), in main wiring hamess 
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J12 
J519 
T10i 
T73b 


Headlight main beam relay 
Onboard supply control unit 
10-pin connector 
73-pin connector 


) Positive connection (87), in main wiring hamess 


) Connection 3 (56a), in main wiring harness 


= Only models with onboard supply control unit BCM 


Headlight main beam relay, Onboard supply control unit 
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Onboard supply control unit 


J519 Onboard supply control unit 


Jsi la T73b 73-pin connector 
T73c_73-pin connector 
© = Only models with onboard supply control unit BCM 
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Onboard supply control unit 


J519 Onboard supply control unit 
Js19 T73b 73-pin connector 
T73c_73-pin connector 
® = Only models with onboard supply control unit BCM 
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Es ne a ir Wes” fs” ez 
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Onboard supply control unit 


J519 Onboard supply control unit 


J519 T73c_73-pin connector 
® / (B346) Connection 1 (75), in main wiring harness 
{ (8630) Positive connection (left tum signal bulb), in main wiring hamess 


ig (B631) Positive connection (right turn signal bulb), in main wiring harness 


'B729) Connection 1 (50), in main wiring harness 


Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 
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Intermittent wiper switch, Airbag coil connector and return 


T 7 ring with slip ring 
£22 _ Intermittent wiper switch 
F138 Airbag coil connector and retum ring with slip ring 
54 . *% 


= Volkswagen 4, 3234 Airbag control unit 
ssna9® Sc$41a_41-pin connector 
T502°F'50-pin connector 
= Orilymodels with onboard supply control unit BFM 


05 05 os 05 *2 Only miédels with onboard supply control unit BCM 
gnsw gnisw c@nisw  gnisw 


Tata Tata 
15 a7 


Ta ; : ab INT 
Tian 
a 2 E22 - 
2 
ws white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
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or grey 
ii purple 
vi purple 
ge = yellow 
ee ec i or orange 
ET pink 
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T T T xf Turn signal switch, Rear wiper Switch, Intermittent wiper 


regulator, Multifunction display call-up button, Windscreen 
and rear window washer pump 


® od BS E2 Tum signal switch : 
2 E34 Rear wiper switch % 
E38 _ Intermittent wiper regulator % 
E86 Multifunction display call-up button Z 
T2a0 2-pin connector 
T41a_41-pin connector 
59 Windscreen and rear window washer pump 


= {B621) Connection 1 (3c), in main wiring harness 


(B662) Connection 2 (66b), in main wiring hamess 3 


E2 a = {B737) Connection 2 (53c), in main wiring harness = 


Only models with onboard supply control unit BEM 
2 Only models with onboard supply control unit SCM 
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Headlight dipper and flasher switch 


E4 Headlight dipper and flasher switch 
T16a_16-pin connector 
T4la_41-pin connector 


(383 


Earth connection 18, in main wiring hamess 


Earth point, on top end of steering column 


Only models with onboard supply control unit BCM 
*2 Only models with onboard supply control unit BFM 
*3. Diagnostic connection 


ws = white 
sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

197 «198-199-200 1,sm2sssOSOkC (SGC TBS or orange 
EAT os pink 
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Onboard supply control unit 


J572, Onboard supply control unit 
73a %73-pin connector 


Jets Ghly models with onboard supply control unit BFM 


a Wi7za YY173a 3a 3a 3a 
Cn | ee (ee (CR 123 


os 05 «08 «= 08 05 Os 
anisw brigr —swivs —-swion “Oynigeonige 

ws = white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

L OGM 4 & li purple 

vi = purple 

ge = yellow 

210-2122 ma or orange 

TET = rs_= pink 
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Onboard supply control unit 


J519 Onboard supply control unit 
SA1_ Fuse 1 in fuse holder A 
igs SA2_ Fuse 2 in fuse holder A 
T73a_73-pin connector 
= Only models with onboard supply control unit BFM 
“2 Only models with onboard supply control unit BCM 


swiws — swign 


ws white 
sw = black 

ro red 

t red 

br brown 

gn green 

bl blue 

gor grey 

li purple 

vi purple 

ge yellow 

25 26 ret 2a 23h 8528287288 or orange 
PRETNAT rs pink 


06.2013 
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Speedometer, Control unit in dash panel insert, Dash panel 
insert, Leftaurn signal warning tamp 


K 621 Speedometer 
J285 Control unit in dash panel insert 
Ga J623_ Engine control unit 
® x K Dash panel insert 
K65__ Left tum signal warming lamp 
) = 732a_32-pin connector 


® se88 


(8277) Positive connection 1 (1a) in main wiring hamess 


(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 


ae (8390) Connection 1 (powertrain CAN bus, low), in main wiring harness: 


Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


0.38 
bliws 
035 035 (035 
orsw —orsw — orisw 
ws = white 
sw = black 
o ro red 
Je23 J623 rt red 
br brown 
gn green 
bl blue 
or grey 
li purple 
vi purple 
ge yellow 
239 «201 2K2 BROS S24 248249 250251282 or orange 
PET rs pink 
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Rev. counter, Control unit in dash panel insert, Dash panel 
insert, Main beam warning lamp, Alternator warning lamp, 
Right turn signal warning lamp 


G5 Rev. counter 
J285 Control unit in dash panel insert 
K Dash panel insert 
KI Main beam waming lamp 
K2 — Altemator warming lamp 
( K94__ Right tum signal waming lamp 
T32a 


Kos 


32-pin connector 


ia (Be43) Connection 2 (56a), in main wiring hamess 
ada 32a 32a 
EE e Ve 
1 
= 1 
A 1 
3 1 
é \ é 
1 : 
1 
1 
1 
0s 038 prs 028 08 
blr grisw Gi arige wsisw 
7 1 
1 
1 
1 
ws = white 
Pr 18 sw = black 
wsisw weit ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
253254255 HGSST «25RD 28D STH: or orange 
ETS pink 
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Coming home 
From April 2013 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 44/ 2 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


( 1.) Earth strap, battery - body 


(ee? see 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


Only fiédels with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


ws = white 
sw = black 
To red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
1 ‘6h orange 
rs pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D___Ignition/starter switch 

J59_X-contact relief relay 
J404/ Terminal 15 relief relay 
Téam 6-pin connector 

Téd 6-pin connector 

T9s 9-pin connector 


ft (366 ) Earth connection 1, in main wiring harness 
(8299) Positive connection 3 (30), in main wiring hamess 


(B300) Positive connection 4 (30), in.main wiring hamess 


408 


: t 
ws = white 
5 sw = black 
16 red 
t fed 
br brown: 
Ge gn green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
6 6 7 8 02 mo 21 2 28 2% 2% 26 7 2 or orange 
FETT rs pink 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 44/ 4 


Fuse 26 on fuse holder B, Fuse 35 on fuse holder B, Fuse 
37 on fuse holder B, Fuse 38 on fuse holder B, Fuse 47 on 
fuse holder B 


SB26 Fuse 26 on fuse holder B 
SB35 Fuse 35 on fuse holder B 
SB37 Fuse 37 on fuse holder B 
SB38 Fuse 38 on fuse holder B 
SB47 Fuse 47 on fuse holder B 


(B273) Positive connection (15), in main wiring hamess 


(B627) Positive connection 3 (15), in main wiring hamess 


Only models with onboard supply control unit BFM 
2 Only models with dual headlights 


Ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 

a 0 om 2 8 &@ & © F 8B © 4 4 22 or orange 

mE os pink 
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Fuse 36 on fuse holder B, Fuse 47°en fuse holder B 


SB36 Fuse 36 on fuse holder B 
B47 Fuse 47 on fuse holder B 


Positive connection (30), in main wiring hamess: 


& = 
(8298) Positive connection 2 (30), in main wiring hamess 
= Only models with onboard supply control unit BFM 
13 g *2 Only models with onboard supply control unit BCM 
gels = -3 Only models with dual headlights 
160 
sw 
ws = white 
sw = black 
ro = red 
= rt red 
br = brown 
gn = green 
ol blue 
gr = grey 
li purple 
vi purple 
ge = yellow 
eo « 6 © #7 # 49 © oS © 8 of 8 66 or = orange 
Tea «= rs_ = pink 
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Left headlight twin filament bulb, Right headlight twin 
filament bulb, Front left turn signal bulb 


L1_ Left headlight twin filament bulb 
L2 Right headlight twin filament bulb 
M5 Front left tum signal bulb 
TZam 2-pin connector 
T3h 3-pin connector 
13k 3-pin connector 


| 


(B630) Positive connection (left turn signal bulb), in main wiring harness 


(8643) Connection 2 (6a), in main wiring hamess 


= Only models with onboard supply control unit BCM 
*2gerQnly models with onboard supply control unit BFM 


Fl 


Xe 8 5 ee 


1 18 18 
suiws weit eit gas 
fram 3h 
i = i 
Ms 2 
2am 
10 
or 
ge = yellow 
7 8 8 6 of 2 68 & 6 6 of 6&8 6 70 or orange 
ra «= rs = pink 
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Left side light bulb, Right side light bulb, Front right turn 


rE 7 signal bulb, Windscreen wiper motor 
M1 Left side light bulb 
M3 _ Right side light bulb 
2 M7 Front right tum signal bulb 
10 48 40 T2an 2-pin connector 
swon —swignswign T2w 2-pin connector 


T2x 2-pin connector 
T5f 5-pin connector 
V__ Windscreen wiper motor 


( 12 ) Earth point, on left in engine compartment 


) Earth connection 4, in main wiring harness 


a h 2 
05 10 10 10 10 
gnige gnigegnisw 


) Positive connection (58L), in main wiring hamess 


(B543)-Positive connection (58R), in main wiring hamess 


(8631) Positive connection (right tum signal bulb), in main wiring hamess 


Only modéls with onboard supply control unit BCM 
2 Only models with onboard supply control unit BFM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple, 
+ ge -yelow 
7 2 8 %& Be 68 7 2 2 w of a 88 & or orange 
Ts pink 
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Left side light bulb, Right side light bulb, Front left turn signal 
bulb, Front right turn signal bulb, Left headlight dipped beam 


bulb, Left headlight main beam bulb, Right headlight dipped 
beam bulb, Right headlight main beam bulb 

in’ 4s) 48 e Pe fF M1 Left side light bulb 

iat Seton Sunes getow’ cietew swign gat get grit walt M3__ Right side light bulb 


M5_— Front left tum signal bulb 

M7 Front right tum signal bulb 

M29 _ Left headlight dipped beam bulb 
M30__Left headlight main beam bulb 
M31__ Right headlight dipped beam bulb 
M32__ Right headlight main beam bulb 
T10a_10-pin connector 
T10b 10-pin connector 


( 13 ) Earth point, on right in engine compartment 
Earth connection 6, in main wiring harness 
Earth connection 16, in main wiring hamess 


Earth point 1, on front of left longitudinal member 


= Only models with dual headlights 
2 Only models with onboard supply control unit BCM 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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No. 44/ 9 


Reversing light switch, Right tail light bulb, Left tail light bulb, 
Rear left turn signal bulb, Rear right turn signal-bulb, Left 
stake light bulb, Right brake light bulb, Left reversing light 
bulb, Right reversing light bulb, Additional brake light-bulb 


@ Suran/SpaceFox/SportVan 


Current Flow Diagram 


TS = M10 


- 5 M16 

5 M17 

a M25 

3 T2al 

> T2du 
10 
anit 


grisw  swit — swiwsswbl swibl — swign 


ws = white 

sw = black 

25 25 40 red 
br or br rt it 
br brown 

gn = green 

bl blue 

or grey 

li purple 

@ us vi = purple 
ge = yellow 

ee cr or orange 
ram «= rs_ = pink 


F4 Reversing light switch 
é M2 Right tail light bulb 
= M4 Left tail light bulb 
re > M6 Rear left tum signal bulb 
swt g M8 Rear right tum signal bulb 
€ M9 Left brake light bulb 


Right brake light bulb 
Left reversing light bulb 
Right reversing light bulb 
Additional brake light bulb 
2-pin connector 

2-pin connector 

3-pin connector 


5-pin connector, behind rear left side trim, near wheel arch 


5-pin connector 
5-pin connector 
12V socket 2 


) Earth point, near fuel pump 


) Earth connection 7, in main wiring hamess 


) Connection 1 (54), in main wiring hamess 


Cofii®ation 2 (54), in main wiring hamess 
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Headlight main beam relay, Onboard supply control unit, 
"OU, Headlight main beam relay 2 


J12_ Headlight main beam relay 
J519 Onboard supply control unit 
J1062 Headlight main beam relay 2 
T10i 10-pin connector 
T101 10-pin connector 
T73b 73-pin connector 


(8317) Positive connection 3 (30a) in main wiring hamess 


ab WI73p 
e628 


a (B644) Connection 3 (56a), in main wiring hamess 


= Only CROSS models 
2 Only models with onboard supply control unit BCM 


ws = white 
sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

130141815128 or orange 
mE os pink 
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Onboard supply control unit 


J519 Onboard supply control unit 


Js19 G agen / T73b 73-pin connector 
T73c_73-pin connector 
© n = Only models with onboard supply control unit BCM 


3 Yr720 Wists use Prec Yrsc Yan Wrrae Yirac 
az iss ge fs por fe ys ge 
y i 
| i 
‘| ty 
= 4 i 5 
+ | i 
y i 
H i 
i i : 
| yy 
| yy 
05 05 ts 05 05 25 05 05 05 
gelsw = swiws wse = gnisw_s gnige risw orfge wsige grige 
ne i 
 < i 
y i 
Hl H 
Hl H 
y i 
| ‘| 
| i 
ws = white 
f | sw = black 
4 WI ro red 
rt red 
| \\ br brown 
L 4 oa J gn = green 
foal 7 fl Ga rr bl blue 
or grey 
ii purple 
vi = purple 
ge = yellow 
278129 10sZ18SC (SGT 1B tO or orange 
Terme «= srs- = pink 
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Onboard supply control unit 


J519 Onboard supply control unit 
J73b 73-pin connector 
TP3e¢ 73-pin connector 
= Galy models with onboard supply control unit BCM 


Tags Wirae Wi7ac r72e 
nes Yeo gre [ns 
cael 
028 &, 08 18 
ortor “Syiisw swign 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
Ged or grey 
li purple 
vi = purple 
ge = yellow 
“1042814 STDS SZ 18H or orange 
TTT «= rs. = pink 
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2 2 
19 25 05 15 18 16 0s 
onige th misw swivi  swivi sw obrige 
25 05 10 38 
fisw risw switt ol 
a 
CRT 


white 
black 
red 
red 
brown 
green 
blue, 
grey 
purple 
purple 
yellow 
orange 
pink 


J519 
T73b 
T73c 


(B346) 


(BS49, 


{B729) 


= 
3 


Onboard supply control unit 


Onboard supply control unit 
73-pin connector 
73-pin connector 


Connection 1 (75), in main wiring harness 
Connection 2 (LIN bus) in main wiring hamess 


Connection 1 (50), in main wiring harness 


@nly,aodels with onboard supply control unit BFM 
Only médéis,with onboard supply control unit BCM 
Only CROSS méde|s 
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Intermittent wiper switch, Airbag coil connector and return 
ring with slip ring, Windscreen and rear window washer 
pump & 


E22 Intermittent wiper switch. 
F138 Airbag coil connector anéfetum ring with slip ring 
J234 Airbag control unit 
T2ao 2-pin connector 
§ y T4x 4-pin connector z 
os 5 05 ey 6 75a 5-pin connector, behind rear leféside trim, near wheel arch 
onsw nw gnisw gnisw : t i ; . 
' T5e _5-pin connector, in rear lid, nearwiper motor 
T4la_41-pin connector 3s 
T50a 50-pin connector A 
V12_ Rear window wiper motor s 
59 Windscreen and rear window waster pump 


@ Suran/SpaceFox/SportVan Current Flow Diagram 


05 
bign 
Tata Tata rata tata tata 
no 3 lint 7 8 
Ta 20 1a E+ Fe 


) Connection 1 (63c), in main wiring-hamess 


) Connection 2 (630), in main wiring hamess 


= Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


Ti2h Tian Tian Tah 
8 

viz 

Wrax 

3 

10 0 

onus onus 


ws = white 
is sw = black 
onus ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

eo or orange 
mE os pink 
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Ec Turn signal switch, Rear wiper switch, Intermittent wiper 
T T regulator, Multifunction display call-up button 

18 18 £2 Tum signal switch 

ee ee £34 Rear wiper switch 


E38 _ Intermittent wiper regulator 
E86 Multifunction display call-up button 
T4la_41-pin connector 


(8662) Connection 2 (6b), in main wiring hamess 


iad y 


41a Vaia Sara 
i es ay 
o 
i 
y 
\| E 
H > 
é i 
05 035 25 25 $ 
onivs % oe wsige t 
y 5 
\ ; 
\ ie 
y x 
\) wen ws = white 
’ sw black 
y ro = red 
mt red 
br brown 
gn = green 
bl blue 
gr grey 
li purple 
vi purple 
ge yellow 
oe er a er a ee ee ee eT | or = orange 
rea is pink 
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Headlight dipper and flasher switch 


E4 Headlight dipper and flasher switch 
T16a_16-pin connector 
T4la_41-pin connector 


(383 


Earth connection 18, in main wiring hamess 


Earth point, on top end of steering column 


= Only models with onboard supply control unit BCM 
*2 Only models with onboard supply control unit BFM 


os 0050515 2 : : 
3 Diagnostic connection 


T16a J T16a 
5 a 


197198 «S199 20020108 
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Onboard supply control unit, 


J519 Onboard supply control unit 
173a_73-pin connector 


Js9 Only models with onboard supply¢ontrol unit BFM 


® 


if 


173a 3a “ATTSa 3a 
158 an COM 3 


=| | 


I I 
J 1 
| I 
| ! 
1 | 
| | 
| I 
J ! 
1 I 
J ! 
I road 
0 15 05 «(058 
wins swivs swe swign gig gnige 
| I 
| | 
1 J 
1 , 
| '] 
| | ws = white 
sw = black 
i ; ied 
1 | rt = red 
br = brown 
! ! gn = green 
I | bl = blue 
' gr = grey 
As oo T= purple 
vi = purple 
ge = yellow 
Ee er se ee er eT oe “osmnge 
TTT! «= rs = pink 
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Onboard supply control unit 


J519 Onboard supply control unit 
SA2_ Fuse 2 in fuse holder A 
iis SA3_ Fuse 3 in fuse holder A 
SA11_ Fuse 11 in fuse holder A 
SAI7_ Fuse 17 in fuse holder A 
T73a_73-pin connector 


(B275) Positive connection (87), in main wiring hamess 


Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


08 25 
swige rugr 
11 b 


15 60 
swit  swige  swige 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


225 «228k Bs28Ds—s2Bs(i8Ds 28S BHC (ti 288 or 
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Hazard warning light switch, Clutch pedal switch, Brake 
pedal switch, Rain and light sensor 


E3 Hazard waming light switch 
F36 Clutch pedal switch 

F47 Brake pedal switch 
6397 Rain and light sensor 

J623_ Engine control unit 
T3au 3-pin connector 

T4l 4-pin connector 

T4m 4-pin connector 

Téa 6-pin connector 


& 
& 
NU 


Earth connection 2, in main wiring harness 


(368) 


Earth connection 3, in main wiring harness 


Earth connection 22, in main wiring hamess 


Earth point, under the centre console near gear stick 


Connection 3 (54), in main wiring harness 


Positive connection 5 (87a) in main wiring harness 


Only models with automatic anti-dazzle interior mirror 
*2 Only models with onboard supply control unit BCM 
*3 Only models with onboard supply control unit BFM 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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S“Light switch, Front and rear fog light-switch, Light switch 


illumination bulb 


eal 
£23 

LO 
T10k 


(6340) 


Light switch 

Front and rear fog light switch 
Light switch illumination bulb 
10-pin connector 


Connection 1 (58d), in main wiring hamess 


Only models with onboard supply control unit BCM 
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@ 


Suran/SpaceFox/SportVan Current Flow Diagram 


L20 
122 
L23 
M94 
M95 

T2aq 

T2ee 
T2y 

T4am 

T4an 


(50 ) 


( 287 ) 


5(B338) 


(B812) 


J 


267 BHD aT SHC TT. 
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Rear fog light bulb, Left fog light bulb, Right fog light bulb, 


Rear fog light bulb 
Left fog light bulb 

Right fog light bulb 

Left main beam headlight and fog light bulb 
Right main beam headlight and fog light bulb 
2-pin connector 

2-pin connector 

2-pin connector 

4-pin connector 

4-pin connector 


Earth point, on left in luggage compartment 


Earth connection, in rear lid feeder wiring hamess 


Connection 1 (58), in main wiring harness 


Coipection 2 (fog light), in main wiring hamess 


Connecti6n 3 (fog light), in main wiring hamess 


Only CROSS.models 
Only models With onboard supply control unit BCM 


Left main beam headlight and fog light bulb, Right main 
beam headlight and fog light bulb 
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® Suran/SpaceFox/SportVan 
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Current Flow Diagram 


Speedometer, Control unit in dash panel insert, Dash panel 


insert, 
G21 


Kes 


J285, 
J623 
K 
KGS. 


a 


285 


‘ 32a 
) (6277) 


{B383) 


figoa (8390) 


Zz 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 


2a 282 


288 


yellow 
orange 
pink 


Left turn signal warning lamp 


Speedometer 

Control unit in dash panel insert 
Engine control unit 

Dash panel insert 

Left tum signal warning lamp 
-22,pin connector 


Positive Connection 1 (15a) in main wiring harness 
Connection 1 (powertrain CAN bus, high), in main wiring hamess 
Connection 1 (powertrain CAN bus, low), in main wiring harness 


Only models with onboardsupply control unit BFM 
Only models with onboard Supply control unit BCM 
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Rev. counter, Control unit in dash panel insert, Dash panel 
insert, Main beam warning lamp, Alternator warning lamp, 
Rear fog light warning lamp, Right turn signal warning lamp, 


K a 
Number plate light 
G5 Rev,,cagntéolkswagen 
Koa ke J285S ‘Conirol unit in dash panel ifSer,_ 
NK Dash panel insert 2, 
<1 Main beam warming lamp oe 
&) sess S K2_— Altemator waning lamp On 
K13__ Rear fog light waming lamp oe 
K94__Right tum signal warning lamp a 
Kia Ki T2ax 2-pin connector 2 
F T2I 2-pin connector 4 
ca SPI 5 pin conmeEmN ePind reefettetts tim, neekgaeed eich 
— a hee WE? S TSe _5-pin connector, behind rear left side trim, near wheel aréh 
| \ T5d  S-pin connector, in rear lid, near wiper motor 
y 32a 32-pin connector 
1 X Number plate light 
W = 
0.36 08 A ( 98 ) Earth connection, in rear lid wiring hamess 
arign wsige 
A 1 ~s 
H 1 Connection (rear fog light), in main wiring hamess 
1 
1 ) Positive connection 2 (58), in main wiring harness 
1 =e S 
1 (W11) Connection (68), in rear lid wiring hamess 
05 0.35 ¥ 
wsisw —grisw 
1 
1 ©, 
\ . 
\ 5 2 
1 
1 4 ov" 
1 ws = white 
sw = black 
1 ro red 
rt red 
x br = brown 
oh gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
ne ee ee ee ee ee ee ae ee ee ee) or orange 
nT os pink 
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Radio 
From April 2013 
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Battery, Starter, Alternator, Voltage regulator, Onboard 


J519 supply control unit 
\ ® A Battery 
B Starter 
) C Alternator 
C1 Voltage regulator 


J519 Onboard supply control unit 
J623_ Engine control unit 
ize $162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 
T9s 9-pin connector 
173a_73-pin connector 


( 1.) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


Only models with onboard supply control unit BCM 
2 Only models with onboard supply control unit BFM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 or orange 
rs pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram 


No. 45/ 3 


Ignition/starter switch, X-contact relief relay, Terminal 15 


D 
J12 
J59 

J404 

J519 

Téam 
Ted 
TOs 

Fa0i 

1738 


{ 366 ) 


relief relay, Onboard supply control unit 


Ignition/starter switch 
Headlight main beam relay 
X-contact relief relay 
Terminal 15 relief relay 
Onboard supply control unit 
6-pin connector 

6-pin connector 

9-pin connector 

10-pin connector 

73-pin connector 


Easth connection 1, in main wiring harness 


Earth point, under the centre console near gear stick 


) Positive céinection (15), in main wiring hamess 


Positive conection (87), in main wiring hamess 
Positive connection 2 (30), in main wiring hamess 
Positive confection 3 (30), in main wiring hamess 


Positive cahnection 4 (30), in main wiring hamess 


Connegtion 1 (50), in main wiring harness 


Only'models with onboard supply control unit BFM 
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Onboard supply control unit 


nis J519 Onboard supply control unit 
® SA2_ Fuse 2 in fuse holder A 
SA5_ Fuse 5 in fuse holder A 
SB38_ Fuse 38 on fuse holder B 
T73c_73-pin connector 


4 
—] 


(B277) Positive connection 1 (15a) in main wiring harness 


&) ae irs Tae Yr73e 
cae aan f (Ba : ~ 
ina Huei (8301) ‘PoSitive.connection 5 (30), in main wiring hamess 


. * * (B326) Positive connection 42 (30a) in main wiring hamess 


0.35 15 0.35 0.35 0.35 0.36 o = _ . 
eee Satis Sah al, ane > Only models with onboard'supply control unit BCM 


2 Only models with onboard supply control unit BFM 
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= white 
= black 
red 
red 
brown 
= green 
blue 
grey 
purple 
= purple 
yellow 
orange 
= pink 


R 
R15 
R17 

T2cb 
T2cc 
T4y 
T4z 
T18a 


(B383) 


{B390)} 


2 
3 


Radio, Rear left bass loudspeaker, Rear right bass 
loudspeaker 


Radio 
Rear left bass loudspeaker 

Rear right bass loudspeaker 
2-pin connector 

2-pin connector 

4-pin connector, in rear right door 
4-pin connector, in rear left door 
18-pin connector 


Connection 1 (powertrain CAN bus, high), in main wiring hamess 


Connection 1 (powertrain CAN bus, low),’ingmain wiring hamess 


Only models with 4-doors 
Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 
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Radio, Front left treble loudspeaker, Front left bass 
loudspeaker, Front right treble loudspeaker, Front right bass 


loudspeaker 
5 R_ Radio 
15a risa R11 Aerial 


R20 Front left treble loudspeaker 
R21 Front left bass loudspeaker 
R22 Front right treble loudspeaker 
R23 Front right bass loudspeaker 
R24 Aerial amplifier 
T2bb 2-pin connector 
2-pin connector 
2-pin connector 
2-pin connector 
S¥s2piMenNneCtor, in driver door 
5-pin connectorein front passenger door 
18-pin connector © 


Earth point, under the centfe.console near gear stick 


Connection (positive, front left speaker), in main wiring harness 


Connection (negative, front left speaker}, in main wiring harness 


(8103) Connection (positive, front right speaker), fa main wiring hamess 


Connection (negative, frontright speaker), ingnain wiring hamess 
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A Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


ss G5 Rev. counter 
G21 G5 G21 Speedometer 
5 ® ® J285 Control unit in dash pafiel insert 
on K Dash panel insert 
K2 — Altemator warning lamp 
( ® » 32a 32-pin connector 
= Only models with onboard sufply control unit BCM 
-2 Only models with onboard supply control unit BFM 
Ta2a 32a 2a 
at 728 128 : 
can can 
3 : 
0.35 035 035 
swt orfor —orfoe 
ws = white 
sw = black 
ro = red 
tt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ti purple 
vi = purple 
ge = yellow 
n m2 3 fh % 7% 7 7% 7 oO 8 2 8 Bf or = orange 
TENET] «= rS= pink 
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Electric windows, rear vent windows 
From April 2013 
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Battery, Starter, Alternator, Voltage regulator, Onboard 
supply control unit 


Jes A Battery 
2) B Starter 
C  Altemator 
C1 Voltage regulator 
J519 Onboard supply control unit 


J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
73a S163 Fuse 2 (30), in battery fuse holder 
ba T1j__ Single connector 

Tak 2-pin connector, in engine compartment 
T2ar_ 2pinconnector, 
\3¥32" 73-pin connector 


( 1) Earth strap, battery - body 
( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holdg 


* Only models with onboard supply control unit BFM 
*2 Only models with onboard supply control unit BCM 


08.2013 


@ 


Suran/SpaceFox/SportVan 


Current Flow Diagram 
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“Team 


20 


2a 


23 


24 


26 


Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay, Onboard supply control unit 


D___Ignition/starter switch 
J12 Headlight main beam relay 
J59__X-contact relief relay 

J404 Terminal 15 relief relay 

J519 Onboard supply control unit 

Téam 6-pin connector 
Téd 6-pin connector 
T9s 9-pin connector 
T10i 10-pin connector 


(8273), Positive connection (15), in main wiring hamess 
(8275) Positive cofiagction (87), in main wiring hamess 


(8298) Positive connection’2-(30), in main wiring hamess 


(8299) Positive connection 3 (30)in main wiring hamess 


(8300) Positive connection 4 (30), in¢nain wiring hamess 


(B729) Connection 1 (50), in main wiring harness 


ws = white 
sw = black 
ro red 

rt red 

br brown 
gn = green 
BPs, blue 
or grey 

li purple 
vi purple 
ge = yellow 
or orange 
rs pink 
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Onboard supply control unit 


J519_ Onboard supply control unit 
Js SA2_ Fuse 2 in fuse holder A 
SA8_ Fuse 8 in fuse holder A 
SA22_ Fuse 22 in fuse holder A 
SB38_ Fuse 38 on fuse holder B 
T73a_73-pin connector 


|| 


‘i 


NG. Volks AG doa. (8277) Positive connection 1 (18a) in main wiring hamess 


a Vir a ‘ 
io las 
(8301) Positive connection 5 (30), in main wiring hamess 
= “@ply models with onboard supply control unit BFM 
L . i ‘ *2 Only models with onboard supply control unit BCM 
028 0s 5 40 15 035 
orior —grige swibl swt 


i 


f 
fom 
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Onboard supply control unit 


J519 Onboard supply control unit 


J5i9 T73b 73-pin connector 
® T73c_73-pin connector 
= Only models with onboard supply control unit BCM 


730 Yr7ap ae (irae irae irae rac Yr73 
come ia as nr Nae Vier Wet Nie 
1 
| ZL 
0s 088 0S 05 08 03 095 025 
birt briws bt vir gelsw ort rol gelsw 2 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi = purple 
ge = yellow 
2a 4 4 4 4 4 4 5 St 8 8 5 8 58 or orange 
EET] «=r = pink 


08.2013 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 46/ 6 


Central control unit for window regulators, Driver side 
window regulator motor, Front passenger side window 
) regulator motor 


J1015 Central control unit for window regulators 


r2a0 Yrzap T2au 2-pin connector 
m2 : 
T2av 2-pin connector 


4k 4-pin connector, in driver door 
‘Tafior 4-pin connector, in front passenger door 


T23b “2@gin connector 
2500 28 40 


15 1645 V147 _Drivet‘side window regulator motor 
br br 0 ‘ onige blige 148 Front pasSenger side window regulator motor 
(370) Earth connectién 5, in main wiring hamess 
ae tax ran ran (606 ) Earth point, under ifie centre console near gear stick 


4028 , 
or br ( 
9 ws white 
SW = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
©) vi = purple 
ge = yellow 
v7 8 8 6 of 2 68 & 6 6 of 6 6 70 or orange 
aT os. pink 
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J1015 


035 
aril 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Front left window regulator switch, Rear left window 
regulator switch, in driver door, Rear right window regulator 
switch, in driver door, Front right window regulator switch in 
driver door, Central control unit for window regulators, 
Window regulator switch illumination bulb 


E40 Front left window regulator switch 
E53 Rear left window regulator switch, in driver door 
E55 Rear right window regulator switch, in driver door 
E81 Front right window regulator switch in driver door 
J1015 Central control unit for window regulators 
L53 Window regulator switch illumination bulb 
T4ai 4-pin connector 
T4s 4-pin connector 
T12g 12-pin connector 
T21a_21-pin connector, in driver door 
723b 23-pin connector 


Earth connection 2, in drive side door wiring hamess 


Earth connection 1, in main wiring harness 


Earth point, under the centre console near gear stick 


(R37) Connection 1 (window regulator), in driver door wiring harness 
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Central control unit for window regulators, Rear left window 
regulator motor, Rear right window regulator motor 


J1015 Central control unit for window regulators 
T2bf 2-pin connector 
Yrs W123 T2bg_ 2-pin connector 
| nt 12 T4y 4-pin connector, in rear right door 
T4z 4-pin connector, in rear left door 
I T12g 12-pin connector 
I T16a_16-pin connector 
t 723b 23-pin connector 
I V26 _ Reah left wihdowregulator motor 
ae. v2?" Rear right window regulatotmotor 
1 (8625) Connection (K-diagnosis wire), in maifiaviring hamess 
| = Diagnostic connection 
r ray 
15 8 
on ois z S 
Tao 1 
163 
vor Ie 
ned . 
i ws White 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 «6 7 «8 eo m © 2 8 8 8 8 OF 98 or orange 
UT os, pink 
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( Jro1s 
Vri23 y720 
ie ie 
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os : 25035 0.35 
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Rear left window regulator switch, in door, Rear right 
window regulator switch, in door, Central control unit for 


window regulators, Window regulator switch illumination 
) bulb 
£52 Rear left window regulator switch, in door 
£54 Rear right window regulator switch, in door 
J1015 Central control unit for window regulators 
53. Window regulator switch illumination bulb 
T4aa_4-pin connector 
T4ab 4-pin connector 
Tém 6-pin connector, in rear right door 
Tép _6-pin connector, in rear left door 
T12g 12-pin connector 


Earth connection 3, in main wiring harness 


Earth connection 18, in main wiring hamess 


Earth point, on top end of steering column 

) Earth point, under the centre console near gear stick 
Connection 1 (58d), in main wiring hamess 
Connection 2 (58d), in main wiring hamess 


Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 
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Rear window regulator isolation switch, Window regulator 
switch in front passenger door, Central control unit for 
oi window regulators 


( 5 5 - E39 Rear window regulator isolation switch 
129 220 fa E107 Window regulator switch in front passenger door 

J1015 Central control unit for window regulators 

T4u 4-pin connector 

Tér 6-pin connector 

T12g 12-pin connector 

T21a_21-pin connector, in driver door 

T21b 21-pin connector, in front passenger door 


2 723b 23-pin connector 
os 05085 os 08 0508 7 
swige swbl br br gniws orige vir vilbr Connection 1 (LIN bus) in main wiring hamess 
“Oriljsmodels with onboard supply control unit BCM 
*2 Only modéls with onboard supply control unit BFM 
naia Arata Aria rate Brow 121b 
ne Et 7 
02s 03s 02s 035 026 
swige  swiol br gniws ov! 
rau tau t4u 
A F A 
E39 
E107 
02s 025 
oor 5 
CL a a 7) 
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Sliding sunroof adjustment regulator, Left ultrasonic sensor 
for anti-theft alarm system, Sliding sunroof adjustment 
control unit 


aK ne E139 Sliding sunroof adjustment regulator 
Rs G170 Left ultrasonic sensor for anti-theft alarm system 
Ene of J245 Sliding sunroof adjustment control unit 
S T4ac 4-pin connector 
J Fab 6-pin connector 
= Téaf 6-pin connector 
Téag_ 6-pin connector 


(8325) ‘Pesitive connection 11 (30a) in main wiring hamess 


3 * Only models with onboard supply control unit BCM 


1271281291801 18218381118 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


K G5 Rev. counter 
a Ss G21 Speedometer 
Qk © ®© J285 Control unit in dash panel insert 
oo K Dash panel insert 
K2_ Alternator warning lamp 
® » 32a 32-pin connector 


(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 
2 °(B390) Connection 1 (powertrain CAN bus, low), in main wiring harness 
32a 32a 1322 oe fe Ay, 
Lae han ee [= = “Only models with onboard supply control unit BFM 
So 2 Only.models with onboard supply control unit BCM 
S 2 & 


Ry 


1410 -142—=— 143 18k_C MBG AT B14 18DsHST 1521S 
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Airbag systems 
From April 2013 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


( 1) Earth strap, battery - body 
( 49 ) Earth point, near ..., near battery 
(507 ) Threaded connection (30), on battery fuse holder 


Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 or orange 
rs pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 


relief relay 
D___Ignition/starter switch 
E1 Light switch 
J59__X-contact relief relay 


J404 
Téam 


Terminal 15 relief relay 
6-pin connector 

6-pin connector 

9-pin connector 

17-pin connector 


Earth connection 1, in main wiring harness 


Bositive connection (15), in main wiring hamess 


) Positf¢e connection (87), in main wiring hamess 


Positive Gonnection 2 (30), in main wiring hamess 
Positive c@pnection 3 (30), in main wiring hamess 
Positive cofinection 4 (30), in main wiring hamess 


Only modéfs with onboard supply control unit BCM 
Only modéls with onboard supply control unit BFM 
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Onboard supply control unit 


J217 Automatic gearbox control unit 
J519 Onboard supply control unit 
) T73b 73-pin connector 


= 


T73c 73-pin connector 
T80b 80-pin connector 


(B346) Connection 1 (75), in main wiring harness 


3c ao i732 
50 io Wisi =~ 
(B729) Connection 1 (50), in main wiring harness 
= Only models with onboard supply control unit BCM 
*2 Only models with onboard supply control unit BFM 
05 0508 
nisw orisw  swige 


25 28 40 10 
ftisw —risw swit swt 

ws = white 

sw = black 

ro red 

rt red 

br brown 

20 gn = green 

we bl blue 

J217 or grey 

ii purple 

vi purple 

ge = yellow 

a 0 8m 2 8 @ & © F 6B © © 4 22 or orange 

EMTs pink 
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white 
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Onboard supply control unit 


J519_ Onboard supply control unit 
J623 Engine control unit 

SA2_ Fuse 2 in fuse holder A 
SAT Fuse 7 in fuse holder A 
SA21_ Fuse 21 in fuse holder A 
T73b 73-pin connector 

T73c 73-pin connector 
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'B528) Connection 1 (LIN bus) in main wiring hamess 


'B627) Positive connection 3 (15), in main wiring hamess 


Only models with onboard supply control unit BFM 


2 Only models with onboard supply control unit BCM 
*3 Only models with operating unit for radio 
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Belt tensioner switch 1, Belt tensioner switch 2, Airbag 
control unit, Front passenger side airbag igniter 1 


F158" 


‘Belt tensioner Switeh,1. on driver seat belt tensioner igniter 1 


F159 Belt tensioner switch 2”on front passenger side seat belt 
Ors03 v508 tensioner igniter 2 
ng a7 J234 Airbag control unit 
N131_ Front passenger side airbag igniter 4 
T2cu_ 2-pin connector 
T2ei 2-pin connector 
T2ej 2-pin connector 
50a 50-pin connector 
os 05 os 08 
oe so Sw or 
“261 rei 265 126) 
ft 

white 

black 

red 

red 

F158 brown 

green 

blue 

grey 

purple 

purple 

yellow 

7 8 98 o 8 2@ 8 8 © o 6 


orange 
pink 
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Airbag coil connector and return ring with slip ring, Horn 
plate, Horn activation contact ring, Airbag control unit, Driver 
side airbag igniter 


£221 
F138 
H 
H23 
S234 
N95 
T2aw 
T6ai 
T12h 
Ti6a 
T4la 
T50a 


Operating unit in steering wheel 


Airbag coil connector and retum ring with slip ring 


Hom plate 

Hom activation contact ring 
Airbag control unit 

Driver side airbag igniter 
2-pin connector 

6-pin connector 

12-pin connector 

16-pin connector 

41-pin connector 

50-pin connector 


Earth connection, in airbag wiring hamess 
Earth connection 18, in main wiring hamess 
Earth point, on top end of steering column 
Earth point, on steering wheel 


Diagnostic connection 
Only models with operating unit for radio 


Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 
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Airbag control unit 


E3 Hazard waming light switch 
J234 Airbag control unit 

Téa 6-pin connector 

T50a 50-pin connector 


( 367 ) Earth connection 2, in main wiring harness 


( 368 ) Earth connection 3, in main wiring harness 


Loa ae ea (606 ) Earth point, under the centre console near gear stick 
(8279) Positive connection 3 (15a) in main wiring hamess 
40 25 10 wees = abit 
7. . aa sw = black 
ro = red 
rt red 
Te br = brown 
" gn green 
E3 bl blue 
gr = grey 
fi purple 
vi purple 
ge = yellow 
eo 8 7 8 © © H 2 8 8 8 © FF or = orange 
TERETE] = S. pink 
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Onboard supply control unit 


J519 Onboard supply control unit 
T73a_73-pin connector 
= Only models with onboard supply control unit BFM 


_—] 
| 


ws_o= white 
sw = black 

To red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

vi = purple 

ge = yellow 

Ee ee or orange 
ram «rs = pink 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp, Airbag 


G2 fey warning lamp 

Ke | © J © G5 Rev. counter 
G21 Speedometer 

@® ses J285 Control unit in dash panel insert 

J623 Engine control unit 
K Dash panel insert 
K2 — Altemator warming lamp 
K75 Airbag warning lamp 
732a_32-pin connector 

[32a [32a 32a saa 


ca ian is (8383) Connection,}{powertiain.CAN bus, high), in main wiring hamess 
(8390) Connection 1 (powertrain CAN bus, low), ffmain wiring harness 


< Only models with onboard supply control unit BFM: 
*2 Only models with onboard supply control unit BCM “S,, 


2 , 2 7 - 


035 © 035 035 
confor orfbr orror 


035 «0350858 z 
orsw  orisw —orisw t 5 


Je2s Je2s ws 


13002-11815 TBD 12128 12k 1285128 or 
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1.61 engine , CCRA 
From April 2013 
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Je19 Battery, Starter, Alternator, Voltage regulator, Onboard 
\ ® supply control unit 
, A Battery 
B Starter 


C  Altemator 

C1 Voltage regulator 

a J519 Onboard supply control unit 

80 S162 Fuse 1 (30), in battery fuse holder 

S163 Fuse 2 (30), in battery fuse holder 

S164 Fuse 3 (30), in battery fuse holder 

S269 Fuse 11 (30), in battery fuse holder 
T1j Single connector 

Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 

173a_73-pin connector 


( 1.) .Baith'Strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


Only models with automated manual gearbox 
2 Only models with onboard supply control unit BFM 
*3 Only models with onboard supply control unit BCM 
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ws = White 
sw = black 
ro red 
rt red 
br brown® 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 2 3 4 5 6 7 2 9 o 07) 62 81 or orange 
Ta Ts pink 
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Jsi9 Ignition/starter switch, X-contact relief relay, Terminal 15 
® relief relay, Onboard supply control unit 
D___Ignition/starter switch 
J12 Headlight main beam relay 


J59_X-contact relief relay 
J404/ Terminal 15 relief relay 
J519 Onboard supply control unit 
Téam_6-pincohinéctor: 
Fec6-pin connector 

T9s 9-pin connector 


(8275) Positive connection (87), in main wiring Ramess 


(8298) Positive connection 2 (30), in main wiring hamegs, 


{B299) Positive connection 3 (30), in main wiring hamess 


(B300) Positive connection 4 (30), in main wiring hamess 


(B346) Connection 1 (75), in main wiring harness 


(B626) Positive connection 2 (15), in main wiring hamess 


Only models with automated manual gearbox 
*2 Only models with onboard supply control unit BCM 
*3 Only models with onboard supply control unit BFM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
sw swirt gh = ‘green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 m 2 2 4 8 6 WF 2 or orange 
T7aART = Ts pink 
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Onboard supply control unit 


J519 Onboard supply control unit 
°SA2 Fuse 2 in fuse holder A 

SA23 Fuse 23 in fuse holder A 

SB3Q,_ Fuse 30 on fuse holder B 

$B342 Fuse 34 on fuse holder B 

SB44 ‘use 44 on fuse holder B 

B45 Fuse 45 on fuse holder B 

T14a_14:pin connector, on left in engine compartment 
T73a_73pin connector 


(B635) Positive connection 3 (87), in main wiring hamess 


Onlyzmodels with onboard supply control unit BFM 
*2  Onlmodels with onboard supply control unit BCM 


eee es Se ee Fa 


ws = white 
i sw = black 
ro red 
rt red 
05 br brown 
bli gn green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
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Onboard supply control unit 


— 
| 


J519_ Onboard supply control unit 
SB33_ Fuse 33 on fuse holder B 
SB38_ Fuse 38 on fuse holder B 
T73b 73-pin connector 

T73c 73-pin connector 


me VR ES Te ee (8273) Positive connection (15), in main wiring hamess 


{B277) Positive connection 1 (15a) in main wiring harness 


Only models with onboard supply control unit BCM 


ee ee 
sol ote = orisw confor sw 

ww u22?"White 

Sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

a 4 4 4 4 4 4 5 St 8 8 5 8 58 or orange 
aT os pink 
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Clutch pedal switch, Starter motor relay, Engine control unit, 
) Starter motor relay 2 


F36 Clutch pedal switch 


SC TE 
frase Wises J53__ Starter motor relay 


y 152 y 1552 


J217 Automatic gearbox control unit 


J339_X contact relief relay 2 
J623_ Engine control unit 
J695 Starter motor relay 2 
: T4l 4-pin connector 
39 Téan 6-pin connector 
‘ T90  9-pin connector 
T56a_56-pin connector 
40 
ftisw 


T10h 10-pin connector 
i T80b 80-pin connector 
os 035 BO 

= _ (8272) Positive connection (30), in main wiring harness 


{B467) Connection 3, in main wiring hamess 


ean (8729) Eonnection 1 (50), in main wiring harness 
tie w,: 


< = Optly models with automated manual gearbox 
7 Jos = 
1s 
an an Teen 
5 2 fe 
ES gD 
25 10 035 40 40 
tisw isw bls risw sw 
ra00 
Ne 
ws = white 
40 40 sw = black 
filsy,  risw To red 
is red 
br brown 
0h gn = green 
8 bl blue 
Js39 gr grey 
. ii purple 
vi purple 
ge = yellow 
7 8 8 6 6 2 68 & 6 6 of 6 6 70 or orange 
7a s pink 
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Brake light switch, Brake pedal switch, Lambda probe, 
Lambda probe after catalytic converter, Engine control unit 


6 . 6 . ' F Brake light switch 
Bsa i562 Trig free: Wirt fie F47 Brake pedal switch 
G39 Lambda probe 
130 Lambda probe after catalytic converter 
J623/ Engine control unit 
T4ah 4-pin connector 
T4m 4-pin connector 
T4q 4-pin connector 
T56a_56-pin connector 


(8350) Positive connection 1 (87a) in main wiring hamess 


ram ram a. 
ae A 
149 149 jT4ah 
A A 
19 05 18 18 
cowl br burt birt 
ws = white 
rs 18 > sw = black 
urt blige : ro red 
° rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
7 2 8 % 6 6 7 7% 72 oO 8 8 88 & or orange 
aT os pink 
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® Suran/SpaceFox/SportVan 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


No. 48/ 8 


Accelerator position sender, Accelerator position sender 2, 
Engine control unit 


G79 Accelerator position sender 
G185 Accelerator position sender 2 
J217 Automatic gearbox control unit 
J623_ Engine control unit 

Téef 6-pin connector 
T56a_56-pin connector 
T80b 80-pin connector 


Connection 1 (powertrain CAN bus, high), in main wiring hamess 


) Connection 1 (powertrain CAN bus, low), in main wiring harness 


: Only models with automated manual gearbox 
2 Only models with onboard supply control unit BCM 
“3 Only models with onboard supply control unit BFM 
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Engine control unit, Voltage supply relay 1 


J217 Automatic gearbox control unit 

J301 Air conditioning system control unit 

J623 Engine control unit 

J701 Voltage supply relay 1 

T8d —8-pin connector, behind dash panel, centre 
T9m pin connector 

T10F 10-pin connector 

T14a_ 14-pin connector, on left in engine compartment 
T56a_56-pin connector 


05 05 0s 08 
nsw swine ier T80b _80-pin connector 
) Earth point, on left in engine compartment 
a0 re Earth connection 1, in main wiring hamess 
A 
J217 


Earth connection 14, in main wiring hamess 


05 05 os 
suis sw sw (8301) Positive connection 5 (30), in main wiring hamess 
wy |e (8321) Positive connection 7 (30a) in main wiring hamess 
(8337) Connection 3 (54), in main wiring hamess 
(8627) Positive connection 3 (15), in main wiring hamess 
= Only models with automated manual gearbox 
-2 Only models with onboard supply control unit BCM 
-3 Only models with onboard supply control unit BFM 
re ws = white 
sw = black 
ro = red 
*? rt red 
br = brown 
gn = green 
Uae bl blue 
Hs ar = grey 
@® ti purple 
J301 vi purple 
ge = yellow 
PT ey ae Se or = orange 
TIT] «TS. pink 
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High-pressure sender, Fuel, pump relay, Fresh air blower 
and radiator fan relay, Engine control unit 


® Suran/SpaceFox/SportVan Current Flow Diagram 


G65 _ High-pressure sender 
J17 Fuel pump relay 
J209 Fresh air blower and radiator fan relay” 
J365 Air conditioning system switch-off relay 
J623 Engine control unit 
73) 3-pin connector A 
T9c 9-pin connector 
T9j  9-pin connector 
T10h 10-pin connector 
T56a_56-pin connector 


562 
750 Pa) 755 


15 25 25 O05 . _ “ 
risw or ior = Sprit (B280) Positive connection 4 (15a) in main wiring haraéss 


( 13 ) Earth point, on right in engine compartment 


(371) Earth connection 6, in main wiring harmess 3 


(8320) Positive connection 6 (30a) in main wiring hamess 


(8355) Positive connection 6 (87a) in main wiring hamess 


Only models with no air conditioning System 
“2 Only models with air conditioning system 


ws = white 
05 40018 25 sw = black 

sw oor nM ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

(©) w= puple 

ge = yellow 

1300148201512 or orange 
rE os pink 


06.2013 
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Engine speed sender, Cold start device relay, Radiator fan 
2nd speed relay, Engine control unit, Fuel pump for cold 
start 


7 a U U U 7 
a eo a” ae? ee Sg Te 628. Engine speed sender 
J41 “Gold start device relay 
J101 Radiator fan 2nd speed relay 
J365 Air cOhditioning system switch-off relay 
J . 3 J623._ Engine c6ntrol unit 
a. T2ag 2-pin connector 
é T3a_3-pin connector 
= T9d 9-pin connectér 
s T10h 10-pin connectax: 
110} 10-pin connector 
14a T14a_14-pin connectoron left in engine compartment 
igs T56a_56-pin connector 
T56b 56-pin connector 
263 Fuel pump for cold Start 


05 
brign fbr 


05 = 05 05 05 (B322) Positive connection-$ (30a) in main wiring harness 
bri ws br an 


T10n 32 fjtsa 
v ww 4 
dro ‘Joes ©® o 
Um : 
Ge ie 
19 «40 %, 
rige rtisw 
— 
a sw = black 
misw ro red 
rt red 
br brown 
gn green 
bl blue 
gr grey 
li purple 
vi purple 
ge yellow 
17 128 12]stDSsCABT:C HSBC 1K: 8B 140 or orange 
oT rs pink 
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Hall sender, Intake air temperature sender, Knock sensor 1, 
Coolant temperature sender, Intake manifold pressure 


Je23 
Visco Urs50 1350 yee Wises Wreco rseo rss 
ne fs? fe? a 
05 0505085 
or Bll gett 


0s 0.36 
sw aris 
1410 -142=— 143 14k_C a MBG AT B48 1821S 
CETERA 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
Burple 
yellow 
orange 
pink 


sender, Engine control unit 


G40 
G42 
G61 
G62 
G71 
J623 
T2¢q 
T2i 
T3n 
T4e 
T56b 


{331 


(E57 


Hall sender 
Intake air temperature sender 
Knock sensor 1 

Coolant temperature sender 
Intake manifold pressure sender 
Engine control unit 

2-pin connector 

2-pin connector 

3-pin connector 

4-pin connector 

56-pin connector 


Earthy connection, in injection system wiring hamess 


Connection 2, irfinjection system wiring hamess 
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Throttle valve drive for electric throttle, Throttle valve drive 


angle sender 1 for electric throttle, Throttle valve drive angle 
sender 2 for electric throttle, Engine control unit, Ignition 
seo Wise Wrseo Ursa Wisco Wise D560 transformer, Spark plug connector, Spark plugs 
is 5 es es |r 150 fecal 1 
G186_ Throttle valve drive for electric throttle 
4 G187 Throttle valve drive angle sender 1 for electric throttle 
1 G188_ Throttle valve drive angle sender 2 for electric throttle 
J623_ Engine control unit 
t N152_ Ignition transformer 
1 P Spark plug connector 
Q Spark plugs 
LA = ha : A . Le T4a_ 4-pin connector 
5 5 5 5 1 
al or oe) SWS grr or vi anige ‘TaD (6- pin connecor 


T56b 56-pin connector 


— 
& 
> 
F 
a 
= 


t | if | : — = T | Nisz 


lp do 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


16616718898) or 
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Ni7 


‘56D T56D ‘56D u ‘56D u 56D 
1 me as a2 as ue 
0s os 08 08 08 
beige wart vitor viol vwige 
Ti4a 14a 
n3 
10 
or 
t2ac ror 20 720 
ft v2 Z 2 
cs Neo Nzo 1b Nas | Ia Neo| A 
ae Tot Yize #T2n 29 
2 it I H it it 
f 
15 035 15 : 5 os 05 
bisw bis bige ol Sows ols 


14a 


05 
bis 


169 


Engine control unit, Cold start valve, Injector, cylinder 1, 
Injector, cylinder 2, Injector, cylinder 3, Injector, cylinder 4, 


Activated charcoal filter solenoid valve 1 


J623 
N17 
N30 
N31 
N32 
N33 
N80 

T2ac 

T2ae 


Engine control unit 

Cold start valve 

Injector, cylinder 1 

Injector, cylinder 2 

Injector, cylinder 3 

Injector, cylinder 4 

Activated charcoal filter solenoid valve 1 
2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

14-pin connector, on left in engine compartment 
'86-pin connector 


) Positivé-connection 2 (87a) in main wiring hamess 


) Positive connedtion 5 (87a) in main wiring hamess 
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Brake fluid level warning contact, Fuel gauge sender, Fuel 
system pressurisation pump, Radiator fan series resistor, 


fe Ge Radiator fan 
Brake fluid level waming contact 
Fuel gauge sender 
Fuel system pressurisation pump 
Radiator fan series resistor 
0.35 05 05 05 05 pi oloatncer 
2 : 
wee en 2-pin connector 
2pin connector 
LL 3-pin connector 
¢ 4-pin connector 
er ce ce a) : 
= an i Radiator fan 
2a ) Earth point, in battery box 
i 
2 ) Earth point, on left in luggage compartment 
10 03 «4035 «25 15 25 / 
br brisw bribl biws br mgr 
| connection 4, in main wiring harness 
ion 7, in main wiring harness 
T2de \ . ee 
@) H ) Earth point 1, offront of left longitudinal member 
w Only models with air conditioning system 
ade Only models with n@sair conditioning system 
2 % 
2505 25 25 


a a 
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Current Flow Diagram 


K2 K105 K121 K132 
/ © ss 
K118 
ae Ey 
= 0.35 Os 0.35 0.35 
<a a ae ae) Seo ee Ge oe - 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Handbrake warning switch, Control unit in dash panel insert, 
Dash panel insert, Alternator warning lamp, Reserve fuel 
warning lamp, Brake system warning lamp, Malfunction 
warning lamp, Electronic power control fault lamp 


F9 Handbrake waming switch 
J285 Control unit in dash panel insert 

K Dash panel insert 

K2 —Altermator warming lamp 
K105_ Reserve fuel warning lamp 
K118_ Brake system warming lamp 
Malfunction warming lamp 
Electronic power control fault lamp 
2-pin connector 
32-pin connector 


Earth connection 2, in main wiring harness 


Earth connection 3, in main wiring harness 


Earth point, under the centre console near gear stick 


Only models with onboard supply control unit BCM 
2 Only models with onboard supply control unit BFM 
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Oil pressure switch, Fuel gauge, Coolant temperature 
Ls gauge, Rev. counter, Speedometer, Control unit in dash 


Gs ir it 
panel insert, Dash panel insert, Coolant temperature 
Ke [or 3) ® 


warning lamp (too cold) 


F22 Oil pressure switch 
( © sx Gi Fuel gauge 
G3 _ Coolant temperature gauge 
G5__ Rev. counter 
Ks % G21 Speedometer 
% J285 Control unit in dash panel insert 


K Dash panel insert 


fTs2a fig2e fig2a K3 Oil pressure warning lamp 
K43 Coolant temperature warning lamp (too cold) 
Tila Single connector 
T14a_14-pin connector, on left in engine compartment 
732a_32-pin connector 
026 B25 036 0.38 
orisw Suit eel swign 
rida 
A 


ws = white 
sw = black 

Fa2 ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

210 212TH a or orange 
aT os pink 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 49/ 1 


1.61 petroléngine , CFZA 
From April.2013 
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® Suran/SpaceFox/SportVan Current Flow Diagram No. 49/ 2 


Je19 Battery, Starter, Alternator, Voltage regulator, Onboard 
\ ® supply control unit 
, A Battery 
B Starter 


C  Altemator 

C1 Voltage regulator 

Fa J519 Onboard supply control unit 

150 $162 Fuse 1 (30), in battery fuse holder 

S163 Fuse 2 (30), in battery fuse holder 

S164 Fuse 3 (30), in battery fuse holder 

S269 Fuse 11 (30), in battery fuse holder 
T1j Single connector 

Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 

173a_73-pin connector 


( 1) Earth strap, battery - body 


( 49 ) Earth point, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


Only models with automated manual gearbox 
2 Only models with onboard supply control unit BFM 
*3 Only models with onboard supply control unit BCM 


lise Mise Mise Ol 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 2 3 4 5 6 7 2 9 o on 2 64 or orange 
TTT «TS pink 
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Jsi9 Ignition/starter switch, X-contact relief relay, Terminal 15 
® relief relay, Onboard supply control unit 
D___Ignition/starter switch 
J12 Headlight main beam relay 


J59 X-contact relief relay 

J404 Terminal 15 relief relay 
J519 Onboard supply control unit 
Téam 6-pin connector 

Téd 6-pin connector 

T9s 9-pin connector 


(8275) Positive connection (87), in main wiring hamess 
(8298) Positive connection 2 (30), in main wiring hamess 


(B299) Positive connection 3 (30), in main wiring hamess 


(B300) Positive connection 4 (30), in main wiring hamess 


(B346) Connection 1 (75), in main wiring harness 


(B626) Positive connection 2 (15), in main wiring hamess 


Sam = Only models with automated manual gearbox 
*2 Only models with onboard supply control unit BCM 
*3 Only models with onboard supply control unit BFM 


swt swit swift swige 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 m 2 2 m4 8 2% 7 2 or orange 
TT «Ts pink 
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Onboard supply control unit 


J519_ Onboard supply control unit 

SA2_ Fuse 2 in fuse holder A 

SA23_ Fuse 23 in fuse holder A 

SB30 Fuse 30 on fuse holder B 

SB44_ Fuse 44 on fuse holder B 

SB45_ Fuse 45 on fuse holder B 

T14a_ 14-pin connector, on left in engine compartment 
T73a_73-pin connector 


(B635) Positive connection 3 (87), in main wiring hamess 
gelsw : cn = Only models with onboard supply control unit BFM 
*2 Only models with onboard supply control unit BCM 


05 05 
gelsw geISw 


ei 


ws = white 
3 sw = black 

ro = red 

rt red 

br = brown 

gn = green 

bl blue 

gr = grey 

ti purple 

vi purple 

< ge = yellow 

2 0 8 2 8 we & 8 ow 8B lM Owe or = orange 
TET TS pink 
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J519 Onboard supply control unit 


® 


J519_ Onboard supply control unit 
SB33_ Fuse 33 on fuse holder B 
SB38 Fuse 38 on fuse holder B 
T73b 73-pin connector 

T73c 73-pin connector 


Pea eS Se” eeihes (8273) Positive connection (15), in main wiring hamess 
can feat Beant [ean 2: 


(B277) Positive connection 1 (15a) in main wiring harness 


Only models with onboard supply control unit BCM 


0:36. 40 05 05 035 035 035 O08 
of swirt gelsw orl = oribr. = orfswovbr. sw 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
2a 4 4 4 4 4 4 5 St & 8 5 8 56 or orange 
TT os pink 
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Clutch pedal switch, Starter motor relay, Engine control unit, 
Starter motor relay. 2 


Current Flow Diagram 


5 _ — F36 Clutch pedal swift 
"562 ‘6 freee Yrses J53. Starter motor relay 
J217 Automatic gearbox cotrol unit 
J339_X contact relief relay 2 
J623 Engine control unit 
J695 Starter motor relay 2 
T4l__ 4-pin connector 
Téan 6-pin connector 
T90  9-pin connector 3 
T10h 10-pin connector 
86a _56-pin connector z 
B T80b 80-pin connector 
os 035 40 a 
= _ ew (8272) Positive connection (30), in mairwiring hamess 
(8467) Connection 3, in main wiring hatness 
Jean (8729) Connection 1 (50), in main wihg hamess 
‘ = Only models with automated manual gearbox 
- J695 S 
Ls 
can iTban 
a Ve, 
% fb %, 
25 10035 40 10 
sw csw bls ww SW 
-re00 
Ae 
: ws = white 
60 10 40 sw = black 
7 cisw sw ro = red 
rt red 
br = brown 
Ton gn = green 
ws bl blue 
Js39 gr grey 
> li purple 
vi purple 
ge = yellow 
7 8 98 o oF &@ 8 8 8 8 oF 8 8 7 on > tosmnige 
TTT «= rs = pink 
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Brake light switch, Brake pedal switch, Lambda probe, 


© Lambda probe after catalytic converter, Engine control unit 
+ , 5 oo i 1 1 F Brake light switch 
ee s (a Te Faolin Se toes F47 Brake pedal switch 
G39 Lambda probe 
G130 Lambda probe after catalytic converter 
J623__ Engine control unit 
T4ah 4-pin connector 
T4m 4-pin connector 
T4q 4-pin connector 
T56a_56-pin connector 
(8350) Positive connection 1 (87a) in main wiring hamess 
035 1.0 = 
orior bets (8354), Positive connection 5 (87a) in main wiring hamess 
sa asa iran 
AJ] css ; Z 
149 149 ji4ah 
A f S 
5 5 
burt bart 


ws = white 
2 Pr sw = black 
oun wwe ro red 
cA rt red 
br brown 
gn = green 
| bl blue 
or grey 
vk purple 
vi purple 
ge = yellow 
nm 2 8 % 6 6 7 7% 72 w 8 8 88 & or orange 
ETT os pink 
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Accelerator position sender, Accelerator position sender 2, 
) Engine control unit 


Current Flow Diagram 


G79 
G185 
J217 
J623 

T6f 
T56a 
T80b 


Accelerator position sender 
Accelerator position sender 2 
Automatic gearbox control unit 
Engine control unit 

6-pin connector 

56-pin connector 

80-pin connector 


Ba 


AG (8383) 


(8390) 


Connection 1 (powertrain CAN bus, high), in main wiring hamess 


Connection 1 (powertrain CAN bus, low), in main wiring harness 


Only models with automated manual gearbox 
Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 


Ter 
6 


¥ %S =. 
‘ Be 
re2 |lrer firsr 
Be ae a 


085 «4035 «085 «= 085085088 
orisw  ovsw orfsw = orfbr. «= orfbr_——onfbr 
3 3 2. = 3, pe 
85 86 er 88 Ee) 20 1 92 3 os 95 
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Engine control unit, Voltage supply relay 1 


J217 Automatic gearbox control unit 

J301 Air conditioning system control unit 

J623 Engine control unit 

J701 Voltage supply relay 1 

T8d —8-pin connector, behind dash panel, centre 
T9m pin connector 

T10F 10-pin connector 

T14a_ 14-pin connector, on left in engine compartment 
T56a_56-pin connector 

T80b 80-pin connector 


) Earth point, on left in engine compartment 


Earth connection 1, in main wiring harness 


Earth connection 14, in main wiring hamess 


(8301) Positive connection 5 (30), in main wiring hamess 


(8321) Positive connection 7 (30a) in main wiring hamess 


(B337) Connection 3 (54), in main wiring hamess 


(8627) Positive connection 3 (15), in main wiring hamess 


Only models with automated manual gearbox 
2 Only models with onboard supply control unit BCM 
“3 Only models with onboard supply control unit BFM 


ws = white 
sw = black 

ro = red 

°? rt red 

br = brown 

gn = green 

bl blue 

en or grey 

ti purple 

@) Ja0t <i peal 

ge = yellow 

9 © 100211 M02 008s—sC(tOSSHOGCCtCHTStC( ttt or = orange 
rT rs. pink 
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High-pressure sender, Fuel pump relay, Fresh air blower 


( © and radiator fan relay, Engine control unit 
- on i i G65 High-pressure sender 
ae ied [oes eles igo J17_— Fuel pump relay 


J209 Fresh air blower and radiator fan relay 
J365 Air conditioning system switch-off relay 
J623_ Engine control unit 

73) 3-pin connector 

T9c 9-pin connector 

T9j 9-pin connector 
T10h 10-pin connector 
T56a_56-pin connector 


( 13 ) Earth point, on right in engine compartment 


T vs (371 \,.Earth connection 6, in main wiring harness 


05 5 15 25 
risw lor 


(8280) Positive Gégnection 4 (15a) in main wiring hamess 
(8320) Positive connectiéa 6 (30a) in main wiring hamess 


(8355) Positive connection 6 7a) in main wiring hamess 


Only models with no air Gpnditioning system 
2 Only models with air conditioning system 


ws = white 
05 05 25 sw black 
swit sw rth ro red 
rt red 
br brown 
10h 1 gn = green 
wie bl blue 
J365 gr grey 
li purple 
@® ST : 
ge “= yellow 
1300141115128 or orange 
ToT rs pink 
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Engine speed sender, Radiator fan 2nd speed relay, Engine 
control unit 


1562 
6 


05 40 
brign fbr 


dro 


40 
tisw 


14a 
nA 


Wise 


‘56D 
8 


56D 
10 


127128 


1290130 


131 


136 


137 


138 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


G28 
J101 
J365, 
J623 
T3a 
T9d 
T10h 
Ti4a 
T56a 
TS6b 


(B322) 


Engine speed sender 
Radiator fan 2nd speed relay 

Air conditioning system switch-off relay 

Engine control unit 

3-pin connector 

9-pin connector 

10-pin connector 

14-pin connector, on left in engine compartment 
56-pin connector 

56-pin connector 


Positive connection 8 (30a) in main wiring harness 
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Hall sender, Intake air temperature sender, Knock sensor 1, 


— Coolant temperature sender, Intake manifold pressure 
( ® sender, Engine control unit 
u Uy U U U U U U 
th : , 
W560 360 60 56 rsa sce Wise sco aay teaser 


G42_ Intake air temperature sender 
G61 Knock sensor 1 
G62 Coolant temperature sender 
G71 Intake manifold pressure sender 
J623 Engine control unit 
T2ceq 2-pin connector 
T2i 2-pin connector 
T3n 3-pin connector 

05 05 «05 085 - T4e 4-pin connector 

or a bop; gi gn “" AG og 56b 56-pin connector 


ae (331 ) Earth connection, in injection system wiring hamess 


(E57 ) Connection’, in injection system wiring hamess 


Ta 
z 
i 7 s 
fo | 
—s 
Ge= 
08 3 0.235 
sw a ars 
ws = white 
sw = black 
ro red 
Z rt red 
br brown 
gn = green 
bl blue 
Hoaygt grey 
i purple “© 
vi purple 
ge = yellow 
“i 42814 SATS] HSTHSZ 18S or orange 
RTs pink 
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Current Flow Diagram 


‘56 W560 v ‘56D ‘56D y ‘56 Wrseo 
Fame Fae [e e [7 1 
os 05 5 05 0508 05 
2 o gf ge sw anige 
t60 its» fre | | 160 Ta 
2 7 A eo aS ye 
f a 
T = T T T Nig2 
f 1 
Gries G1e7 G186 | 
2 
P P iw Pw P iw 
Q ale alh ale 
| r) 
° 
165 OSGi“ ST 1SSSSCiCtSD:SC(itiGSCMT:C*C“‘i‘itD:SC“(i«‘SSCt:SC SSCS 
PET 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Throttle valve drive for electric throttle, Throttle valve drive 
angle sender 1 for electric throttle, Throttle valve drive angle 
sender 2 for electric throttle, Engine control unit, Ignition 


transformer, Spark plug connector, Spark plugs 


6186 
G187 
6188 
J623 
N152 
P 
Q 
T4a 
Ted 


S156b 


Throttle valve drive for electric throttle 

Throttle valve drive angle sender 1 for electric throttle 
Throttle valve drive angle sender 2 for electric throttle 
Engine control unit 

Ignition transformer 

Spark plug connector 

Spark plugs 

4-pin connector 

6-pin connector 

56-pin connector 
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( Je23 
W560 Vr560 Wrs60 Vr5a0 56D 
iS ize a2 a 16 
os 05 
wrt vilge 
f 
05 15 
vir ois 
|.. i 
Lr1ga 
Neo es 
ae 29 
it it 
18 0508 
buge biws — bliws 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 07074 ce a ee ee i or orange 
EET pink 


Engine control unit, Injector, cylinder 1, Injector, cylinder 2, 
Injector, cylinder 3, Injector, cylinder 4, Activated charcoal 
filter solenoid valve 1 


J623/ Engine control unit 
N30 Injector, cylinder 1 
N31 Injector, cylinder 2 
N32__ Injector, cylinder 3 
N33__ Injector, cylinder 4 


~Z,N80 Activated charcoal filter solenoid valve 1 


2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

3, 2-pin connector 

14-pin connector, on left in engine compartment 
56-pin connector 


TS56b 


(8351) Positive connection 2 (87a) in main wiring hamess 
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@ 


Suran/SpaceFox/SportVan Current Flow Diagram No. 49/ 15 


Brake fluid level warning contact, Fuel gauge sender, Fuel 
system pressurisation pump, Radiator fan series resistor, 
G Ge Radiator fan 


F34 Brake fluid level waming contact 
G Fuel gauge sender 
G6 Fuel system pressurisation pump 
N39 Radiator fan series resistor 
T2ai 2-pin connector 
T2de 2-pin connector 
T2df 2-pin connector 
T3ae 3-pin connector 
T4j 4-pin connector 


05,, AG. Volkswagen 4g 
Gdo, 


V7 ‘Radiator fan 


(11 ) Earth point, in battery box 


(50 ) Earth point, on left in luggage compartment 


~ 
a 
(369 ) Earth connection 4, in main wiring harness 


ads 


g (372) Earth connection 7, in main wiring hamess 
3 
rie a ; aie 
3 (671) Earth point 1, on front of left longitudinal member 
P Only models with air conditioning system 


2 Only models with no air conditioning system 


ne 


hoy 


ws = white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 
183 or orange 

Ts pink 
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Handbrake warning switch, Control unit in dash panel insert, 


Ls Dash panel insert, Alternator warning lamp, Reserve fuel 
warning lamp, Brake system warning lamp, Malfunction 
2 HEE Nee Be warning lamp, Electronic power control fault lamp 
y ® ie FQ Handbrake waming switch 
, J285 Control unit in dash panel insert 
K Dash panel insert 


K2 —Altemator warming lamp 
Ke K105 Reserve fuel warning lamp 
K118_ Brake system warning lamp 
K121 Malfunction warning lamp 


sea be sa rea K132__ Electronic power control fault lamp 
Sos 2-pin connector 
32-pin connector 
Earth connection 2, in main wiring harness 
035 05 035 
oisw onl oor 
Earth connection 3, in main wiring harness 
2 |- 2 


EarffPpoint, under the centre console near gear stick 


Only modéls.with onboard supply control unit BCM 
*2 Only models%with onboard supply control unit BFM 


197198 = 199200201020 
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Oil pressure switch, Fuel gauge, Coolant temperature 
Ls gauge, Rev. counter, Speedometer, Control unit in dash 
= — panel insert, Dash panel insert, Coolant temperature 
Kas (3) warning lamp (too cold) 
F22 Oil pressure switch 
G1 Fuel gauge 
G3__ Coolant temperature gauge 
G5 Rev. counter 
Ks G21 Speedometer 
J285 Control unit in dash panel insert 
K Dash panel insert 
fd pes K3__ Oil pressure warning lamp 
K43 Coolant temperature warning lamp (too cold) 
Tila _ Single connector 
T14a_14-pin connector, on left in engine compartment 
32a 32-pin connector 
0.35 0.38 
orisw swign 
rida 
1 


Fo2 


2200-218 


21222 


white 
black 
red 
red 
brown 
green 
blue 
qey 
purple 
purple: 
yellow 
orange 
pink 
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Parking aid (PDC) 
From April 2013 
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Battery, Starter, Alternator, Voltage regulator, Onboard 
supply control unit 


— 
| 
> 


Battery 
B Starter 
Cc Altemator 
C1 Voltage regulator 
J519 Onboard supply control unit 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 
T73a_73-pin connector 


Je23 
( 1 ) Earth strap, battery - body 


| | ( 49 ) Earth paint, near ..., near battery 


16.0 16D (507 ) Threaded connéction (30), on battery fuse holder 


—_—~ 


Only models with ofpoard supply control unit BFM 
*2 Only models with onfibard supply control unit BCM 


yl2ak yi2ak if 
i Ise IRS 


ws = white 
sw = black 
ro red 
rt red 
= br = brown 
@ ogee 
bl blue 
380 gr = grey 
fi purple 
jo ee 
ge = yellow 
1 6 7 8 2 0 W 2 8 1 or = orange 
TIRNOET «=I pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D__Ignition/starter switch 
J12_ Headlight main beam relay 
J59__X-contact relief relay 
J404 Terminal 15 relief relay 
Téam_ 6-pin connector 
Téd 6-pin connector 
5.Volkswagen4T9s _9-pin connector 
jaKsnaee Tks ,10-pin connector 


(366 ) Earth ’@apnection 1, in main wiring harness 


(606) Earth point, undér the centre console near gear stick 
60 160 


(B275) Positive connection (82), in main wiring harness 


(8298) Positive connection 2 (30}, in main wiring hamess 
(8299) Positive connection 3 (30), if main wiring harness 
(B300) Positive connection 4 (30), ifmain wiring hamess 
(8729) Connection 1 (50), in main wiring hamess 
6 6 7 8 0 20 mM 2 2@ 
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Onboard supply control unit 


J519 Onboard supply control unit 


J519 SA2_ Fuse 2 in fuse holder A 
SB38 Fuse 38 on fuse holder B 
© y T73b 73-pin connector 


T73c 73-pin connector 


(B273) Positive connection (15), in main wiring hamess 


Only models with onboard supply control unit BCM 


oe i (ee “2 Only models with onboard supply control unit BFM 
: a : 2 : 
os 05 40 03508 © 0350.88 
gelsw  gelsw cisw DL gelsw orl orlbr 


7 NE 


swige sw 


white 
black 
red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
a 0 8 2 8 4 © © F B@ © 4 4 42 or orange 
EMER os pink 
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Rear parking aid warning buzzer, Parking aid control unit 


ge Rear parking aid warning buzzer 
Parking aid control. uni 
® 2-pin.conector 
U 1, U U U U _.. 1€pin connector 
ce Yr 16 162 16 i 

Wee bee i . ns 

| Earth connection 18, in main wiring hamess 

| 

| | 

1 1 ) Earth point, on top end of steering column 

| . 

| ) Positive connection 1 (15a) in main wiring hamess 
= 7 bea ad Connection 1 (powertrain CAN bus, high), in main wiring hamess' 
| = 

| (8390) Connection 1 (powertrain CAN bus, low), in main wiring hamess © 
, OF * Only models with onboard supply control unit BFM 

1 
Bizea it eo 
y i 
de His 


18 035 085 «035088 
swt orsw orisw oor onfor 

ws = white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

a 4 4 4 4 4 4 5 St & 8 5 8 58 or orange 

TENET oS pink 
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Rear left parking aid sender, Rear centre left parking aid 
sender, Rear centre right parking aid sender, Rear right 
parking aid sender, Parking aid control unit 


203 Rear left parking aid sender 
204 Rear centre left parking aid sender 
205. Rear centre right parking aid sender 
Rear right parking aid sender 
Parking aid control unit 

3-pin connector 

3-pin connector 

3-pin connector 


grr vige in connector 
6 pif’eonnector 
12-pin copnector 
Earth connectiohi{parking aid), in rear bumper wiring harness 
16aj Téal 
p 
Positive connection (patking aid), in rear bumper wiring harness 
08 
ange 
300 


05 05 05 05 
orfor grfor grfor grtor grr = git = grit, grit $ 
87 58 69 60 et 2 cy cy 6 66 Ca 
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285 


n 72 73 4 75 76 7 78 


at 


Current Flow Diagram 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


No. 50/ 


7 


Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


GS 
G21 
J285, 
K 
K2 
132a 


“2 


Rev. counter 

Speedometer 

Control unit in dash panel insert 

Dash panel insert 

Alternator warning lamp 

32-pin connector 

Only models with onboard supply control unit BFM 
Only models with onboard supply control unit BCM 
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Multifunction steering wheel 
From April 2013 
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Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
© Aitemator 
C1 Voltage regulator 
os J623 Engine control unit 
rf $162 Fuse 1 (30), in battery fuse holder 
163. Fuse 2 (30), in battery fuse holder 
T1j Single connector 
2ak 2-pin connector, in engine compartment 
Tar 2-pin connector 
Earth strap, battery - body 
( 49.) Earth point, near ..., near battery 
(507) Threaded connection (30), on battery fuse holder 
(8729) Connection 1 (50), in main wiring harness 
= Only models with onboard supply control unit BCM 
-2 Only models with onboard supply control unit BFM 
0 ° 
ae i = 
1 
Bs 
B 
ws = white 
sw = black 
ro = red 
t= red 
br = brown 
an = green 
= bl blue 
ar = grey 
i purple 
@® vi = purple 
ge = yellow 
1 2 7 8 8 . on 2 ot on = range 
rome rs. = pink 
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Suran/SpaceFox/SportVan 


Current Flow Diagram 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


No. 51/ 


Ignition/starter switch, X-contact relief relay, Terminal 15 


relief relay 
D___Ignition/starter switch 

E1 Light switch 
J59__X-contact relief relay 

J404 Terminal 15 relief relay 

Téam_ 6-pin connector 

Téd 6-pin connector 

T9s 9-pin connector 


o 
Rn 
I 
a 


17-pin connector 


) Earth connection 1, in main wiring harness 


) Earth point, under the centre console near gear stick 


) Positive connection (15), in main wiring hamess 


Positive connection (87), in main wiring hamess 


) Positive connection 2 (30), in main wiring hamess 


Positive connection 3 (30), in main wiring hamess 


Positive connection 4 (30), in main wiring hamess 


Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 


3 
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Onboard supply control unit 


J519 Onboard supply control unit 
T73b 73-pin connector 
) T73c 73-pin connector 


_—] 


(B346) Connection 1 (75), in main wiring harness 


Only models with onboard supply control unit BCM 


swit swt 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
fi purple 
vi = purple 
ge = yellow 
a 0 om 2 8 8 & © F 8B © 0 4 42 or orange 
r7ETRT «=—rs_ = pink 
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Onboard supply control unit 


J519 Onboard supply control unit 
J623_ Engine control unit 
( SA2_ Fuse 2 in fuse holder A 


|| 


SA4 Fuse 4 in fuse holder A 
SA21 Fuse 21 in fuse holder A 
SB41 Fuse 41 on fuse holder B 
T73b 73-pin connector 


(B301) Positive connection 5 (30), in main wiring hamess 


(B627) Positive connection 3 (15), in main wiring hamess 


Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


28 05 
sy swbl 
ws = white 
sw = black 
ro = red 
rt red 
br = brown 
on = green 
bl blue 
; or = grey 
fi purple 
Je23 vi purple 
ge = yellow 
3 4 6 6 47 4 4 5 5 82 88 5h 85 66 or = orange 
TOTTI] «= «rs = pink 
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Tiptronic switch in steering wheel to shift down, Multifunction 


Eaao buttons on left in steering wheel, Airbag coil connector and 
lee ier ieee return ring with slip ring, Horn plate 
2 + L E439 Tiptronic switch in steering wheel to shift down 
© £440 Multifunction buttons on left in steering wheel 
F138 Airbag coil connector and retum ring with slip ring 
H Hom plate 
x = ESETAG T3an 3-pin connector 


Téai_6-pin connector, on steering wheel 
T12h 12-pin connector 
oO T16a_16-pin connector 
T4la_41-pin connector 


(109 ) Earth connection, in airbag wiring hamess 


| 
os 
vs 
| 
| 
eal 
k f ® (383 ) Earth connection 18, in main wiring hamess 
> a 3 =< 


) Earth point, on top end of steering column 


oe vine or swivs mais % = - : 
= Diagnostic connection 
05 g 
: 
2h ptt2n 
ws white 
p sw black 
fc 3) ro red 
rt red 
br brown 
18 os 05 gn green 
bi pes ip bl blue 
gr grey 
pies Price li purple 
Os =O vi purple 
ge yellow 
= - = 4 = = Ss =e = = Se 
ETT rs pink 
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Tiptroni¢“switch in steering wheel torshift up, Multifunction 
buttons on left in steering wheel, Multifuriction buttons on 
ar tight in steering wheel 


1 E438 Tiptronic switch in steering wheel to shift up 
E440 Multifunction buttons on left in steering wheel 
E441 Multifunction buttons on right in steering wheel 
T3a0_3-pin connector 

" T8|_ &pin connector 

Fat T8m &pin connector 


ies ws = white 
Fiat sw = black 
ro red 
rt red 
br brown 
; 7 gn = green 
EN EN bl blue 
or grey 
cai ii = purple 
vi = purple 
ge = yellow 
7 2 8 % 6 %8 7 7% 72 O 8 8 88 of or orange 
TEETER] «= tS = pink 
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No. 51/ 8 


4 


Current Flow Diagram 


er 


8 


8 


1 2 


brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


.Anti-theft alarm and vermin repellent system contact switch, 


Horn or dual toehorn, Alarm horn relay 


Hom or dual tone hom 
Alarm hom relay 
2-pin connector 

2pin connector 

10-pin connector 


Earth point, on right in engine compar 


Earth connection 6, in main wiring harness, 


}) Positive connection 1 (30a) in main wiring Famess 


Only models with no anti-theft alarm system: 

Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 
For models with anti-theft alarm system 
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Onboard supply control unit 


J519_ Onboard supply control unit 
T73a_73-pin connector 


_—] 
|| 


(8528) Connection 1 (LIN bus) in main wiring hamess 


Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


3a i7sa 
153 


ws = white 
sw = black 

ro = red 

rt red 

br = brown 

gn = green 

ol blue 
gr = grey 

i purple 

vi purple 

ge = yellow 

2 100=«tOt:=S«stcSsSi]SCi«iOCSC«CSSCOGCSC«iTSCtCtOCSC«CO]SCiOSCaStt or =logange 
TET «rs = pink 
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Current Flow Diagram 


J119 


© 


© we 


295 


32a 


can 


2 2 


0.35 
orfor 


7623 


black 
ed 
red 
brown 
green 
blue 
grey 
purple 
purple 


a a a a a  ) 


yellow 
orange 
pink 


1100 122~=— 128,128 


whites® 


No. 51/ 10 


Rev. counter, Speedometer, Multifunction indicator, Control 
unit in dash panel insert, Dash panel insert, Alternator 
warning lamp 


GS 
G21 
J119 


Rev. counter 
Speedometer 
Multifunction indicator 
J285 Control unit in dash panel insert 
J623_ Engine control unit 
K Dash panel insert 
K2 — Altemator waming lamp 
32-pin connector 


) Connection 1 (powertrain CAN bus, high), in main wiring hamess 


Connection 1 (powertrain CAN bus, low), in main wiring harness 


Only models with onboard supply control unit BFM 
*2 Only models with onboard supply control unit BCM 
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System for lowering passenger side mirror 
From April 2013 
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Battery, Starter, Alternator, Voltage regulator, Onboard 
supply control unit 


| 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J519 Onboard supply control unit 
3623, Engine control unit 
$162.9€use 1 (30), in battery fuse holder 
$163 FUu8@2 (30), in battery fuse holder 
T1j__ Single Gonnector 
Tak 2-pin confector, in engine compartment 
Tar 2-pin connector 
T73a_73-pin connector, 


( 1.) Earth strap, battery- body 


( 49 ) Earth point, near ..., n@ar battery 


035 {507 } Threaded connection (38), on battery fuse holder 


= Only models with onboatd supply control unit BFM 
*2 Only models with onboafi supply control unit BCM 


aK Tak 


25 
swt 
50 Bao 
£ ws = white 
w = black 
2 ro red 
rt red 
br = brown 
gn = green 
bl blue 
gr = grey 
ti purple 
vi purple 
ge = yellow 
1 6 7 8 2 0 4 w or = orange 
rs pink 
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No. 52/ 3 


13] D 
Jeo 
6am 
is 
§ 
995 
sw sw swit Sted 
ws = white 
sw = black 
ro red 
rt red 
br brown 
switt gn green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 mM 2 2 8 2% WF 2B or orange 
TRI «TS pink 


J59 
J404 
téam 
Ted 
T9s 
T10i 


(B275) 


(B298) 


{B299) 


(B300) 


{B729) 


Ignition/starter switch, X-contact relief relay, Terminal 15 


relief relay 
D__Ignition/starter switch 
J12 Headlight main beam relay 


X-contact relief relay 
Terminal 15 relief relay 
6-pin connector 

6-pin connector 

9-pin connector 

40-pin connector 


sitive connection (87), in main wiring hamess 

Positive connection 2 (30), in main wiring hamess 
Positiv@'connection 3 (30), in main wiring hamess 
Positive:connection 4 (30), in main wiring hamess 


Conneétion 1 (50), in main wiring harness 
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Onboard supply control unit 


SA2_ Fuse 2 in fuse holder A 
SA14_ Fuse 14 in fuse holder A 
SB28 Fuse 28 on fuse holder B 
SB37 Fuse 37 on fuse holder B 
T73b 73-pin connector 
T73c_73-pin connector 


] J519 Onboard supply control unit 


®lz 


(B273) Positive connestion¢15). in main wiring hamess 


\B627) Positive connection 3 (15), in main wiring:hamess 


Only models with onboard supply control unit BGM 
*2 Only models with onboard supply control unit BFM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 0 8 2 8 @ © © FF B@ © 4 4 42 or orange 
EET os pink 
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Potentiometer for horizontal adjustment of front passenger 
v2 G8i7 Gee V150 side mirror, Potentiometer for vertical adjustment of front 
passenger side mirror, Front passenger side turn signal 


[Fe repeater bulb, Front passenger side mirror adjustment 
rs motor, Front passenger side mirror adjustment motor 


ES | 2a fas Wrss Wrias Wrvza Wrz 
2 Ye is ye 516 Potentiometer for horizontal adjustment of front passenger side 
mirror 
G517_ Potentiometer for vertical adjustment of front passenger side 
0s 05 
or 


mirror 
L132. Front passenger side tum signal repeater bulb 
05 05 080 T5t _5-pin connector, in front passenger door 
visw wo sw vin 12d 12-pin connector 
T21b 21-pin connector, in front passenger door 
Front passenger side mirror adjustment motor 
Front passenger side mirror adjustment motor 


swign 


) Earth connection, in front passenger door wiring harness 


) Earth connection 2, in main wiring harness 
05 
or 

Earth connection 3, in main wiring harness 


Tet Brot 21> rz Brow Brow Bra 
16 5 19 1 


Earth point, under the centre console near gear stick 


Positive connection (right tum signal bulb), in main wiring hamess 


Only models with onboard supply control unit BFM 
Only models with onboard supply control unit BCM 


43 4 45 46 
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Mirror adjustment switch, Mirror adjustment changeover 
switch, Mirror adjustment switch illumination bulb, Driver 
side turn signal repeater bulb, Driver side mirror adjustment 
motor, Driver side mirror adjustment motor 


List 


Vig 


E43 
swiws — SwiWs visw or wisw —grfgn 

21a rata 
5 

05 05 

or orige 

87 58 9 60 et 2 cry 66 Ca 68 69 70 
CETTE 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


E43 
E48 
L78 
L131 
TSr 
TSs 
T10e 
T21a 
vi7 
v149 


Mirror adjustment switch 

Mirror adjustment changeover switch 
Mirror adjustment switch illumination bulb 
Driver side tum signal repeater bulb 
5-pin connector 

5-pin connector, in driver door 

10-pin connector 

21-pin connector, in driver door 

Driver side mirror adjustment motor 
Driver side mirror adjustment motor 


) Positive connection (left turn signal bulb), in main wiring hamess 


Connection (mirror adjustment), in driver door wiring harness 


Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 
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Folding exterior mirror control unit, ‘ 


Jost J351 Folding exterior mirror control unit 
T9t 9 -pin connector 
® ) T9u 9-pin connector 
ye Wis yu Pe Vio yrs: Gia Wr Brot 
ian ie |e EE fs 2 fe Yn 
| 
L 
0s 05 05s 08 05 058 
wl = ign visw wi vows wiisw vice Vis 
L 
L 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi = purple 
ge = yellow 
nm 2 8 % % 68 7 7% 72 oO 8 8 88 & or orange 
TET «= rS= pink 
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Reversing light switch, Folding exterior mirror control unit 


F4 Reversing light switch 
J351 Folding exterior mirror control unit 
M16 Left reversing light bulb 


= ca vam M17 Right reversing light bulb 
6 fy 6 T2al_2-pin connector 
T5p _5-pin connector 
T5q _5-pin connector 
Tet 9-pin connector 
T9u  9-pin connector 
(366 ) Earth connection 1, in main wiring hanes 
: (606 ) Earth point, under the centre console near gear stick 
05 os 05 os 05 os 05 05 — 
ae ae) et, SRA: em, or o: (8278) Positive connection 2 (15a) in main wiring hamess 
(8321) Positivé.connection 7 (30a) in main wiring hamess 
(8336) Connection 2 (4)<in main wiring hamess 
~ Only models with onboard supply control unit BFM 


2 Only models with onboartysupply control unit BCM 


0s 05 
swt or 
ws = white 
sw = black 
To red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
6 6 oF 8 3 6 oF 8B or orange 
TTT os pink 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


G5 Rev. counter 
G21 Speedometer 
J285 Control unit in dash panel insert 


©] 


®RP 
® 


J285 K Dash panel insert 
K2 — Altemator warning lamp 
¢ ® ) Thea Sonconecor 


(8340) Connection 1 (8d), in main wiring hamess 


Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


0.35 05 = 035 2 
tisw arige —grige. 


0508 . 
arige gripe 
ws = white 
sw = black 
g ro red 
rt red 
” br brown 
gn = green 
bl blue 
or grey 
li purple 
vi purple 
ge = yellow 
9 100 101,011 (tS or orange 
TTR = s. pink 
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Air conditioning system 
From April 2013 
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Battery, Starter, Alternator, Voltage regulator, Onboard 
supply control unit 


—] 
el 
> 


Battery 
A B Starter 
| C  Altemator 


C1 Voltage regulator 
J519 Onboard supply control unit 
J623/ Engine control unit 


$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
S164, Fuse 3 (30), in battery fuse holder 


$2692-Fuse 11 (30), in battery fuse holder 

160 160 «4025 T1j_ Single connector 

sw sw risw ot T2ak Zpin connector, in engine compartment 
TZar 2-pin connector 

T73a_73pin connector 


73a 
150 


( 1.) Earth strap, battery - body 


Ise = 
x ( 49 ) Eart&point, near ..., near battery 
0.35 — 
(507 ) Thréaded connection (30), on battery fuse holder 
* Only models with onboard supply control unit BCM 
*2 Opty models with onboard supply control unit BFM 
25 %50 
tisw Sy 
a 20 
£ ws = white 
sw = black 
ie ro red 
rt red 
br brown 
gn green 
bl blue 
or grey 
li purple 
vi purple 
ge yellow 
1 2 7 8 8 o 06 2 8 4 or orange 
PERI rs pink 


08.2013 


® Suran/SpaceFox/SportVan 


No. 53/ 3 


Current Flow Diagram 


—] 


ac 
149 


2 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay, Onboard supply control unit 


D 
J59 
J404 
J519 
Téam 
Téd 
T9s 
173d 
T73c 


{ 366 


{ 606 


(B298) 


(B299) 


{B300) 


(B729) 


Ignition/starter switch 
X-contact relief relay 
Terminal 15 relief relay 
Onboard supply control unit 
6-pin connector 

6-pin connector 

9-pin connector 

73-pin connector 

73-pin connector 


Earth connection 1, in main wiring hainess 
Earth point, under the centre consolé:near gear stick 
Positive connection 2 (30), in main Wiring hamess 
Positive connection 3 (30), in maiff wiring hamess 
Positive connection 4 (30), in, ain wiring hamess 


Connection 1 (60), in main wiring harness 


Only models with oiiboard supply control unit BCM 
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Fuse 2 in fuse holder A, Fuse 15 in fuse holder A, Fuse 28 
on fuse holder B, Fuse 38 on fuse holder B, Fuse 42 on fuse 
holder B 


SA2_ Fuse 2 in fuse holder A 
SA15_ Fuse 15 in fuse holder A 
SB28 Fuse 28 on fuse holder B 
SB38 Fuse 38 on fuse holder B 
SB42 Fuse 42 on fuse holder B 


(B273) Positive connection (15), in main wiring hamess 


(B275) Positive connection (87), in main wiring hamess 


(8277) Positive connection 1 (15a) in main wiring hamess 


(B301)£Positive connection 5 (30), in main wiring hamess 


@nly models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


swirt 


whites 
black 
Ted 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 
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Fresh air blower switch, Air conditioning system control unit, 
Fresh air blower series resistor with overheating fuse, Fresh 
air blower 


E9 Fresh air blower switch 
“4301 Air conditioning system control unit 
‘N24 Fresh air blower series resistor with overheating fuse 
TZ6a_2-pin connector 
TS 5-pin connector 
Toms 5-pin connector 
T8d 38-pin connector, behind dash panel, centre 
T10f <10-pin connector 


ad 4 
5 V2 resh air blower 
( 97 ) Earth connection 1, in air conditioning system wiring hamess 
os 05 8 
age arige Earth point, under the centre console near gear stick 
) Connection 1 (68d), in main wiring hamess 
(8341) Connection 2 (58d), in main wiring hamess 
( L6 ) Connection 2, in evaporator housing unit wiring hamess 
© (18 ) Connection 4, in evaporator housing unit wiring hamess 
eee wens = Only models with onboard supply control unit BCM 


grige = grisw *2 Only models with onboard supply control unit BFM 


05 05 15 25 


ws = white 
arige —orige orsw wor og ehiaee 
ro red 
rt red 
is 1 is br brown 
7 gn = green 
i i j bl blue 
or grey 
N24 fi purple 
vi purple 
ge = yellow 
2a 4 4 4 4 4 4 5 St 2 8 5 8 56 or orange 
TRIT s pink 
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Jso1 


sor Urior 10F 
4 10 
40 035 
swit swt 


® caso 
v 108 
F 


0s 03540 os 05 
brit boge swt swit sw sw fsw 
av Bray ffrav 
B 4 i 
5) 0 
Ted 
1 is Je23 
vies 
0s 
fsw 
Jez 
a 
CRP TRORTETE 


Current Flow Diagram 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Air cond 


No. 53/ 


ning systém: control unit, Fresh air and air 


recirculation flap control moter. 


J301 
J623 
T4v 
T8d 
T10F 
V154 


{B321 


(L76 


Air conditioning system control Unit, 

Engine control unit 

4-pin connector 

&-pin connector, behind dash panel, centre 
10-pin connector 

Fresh air and air recirculation flap control métor 


Positive connection 7 (30a) in main wiring harfiess 


6 


Connection (87), in air conditioning system wiring:harness 
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J301 
© waco 


0s 
ar 
0.35 25 25 25 
S sw t br br 
Es |. 
= TB 


25 


25 
rsw or 
n 72 73 4 75 76 7 78 79 20 at 82 83 84 
CRT TRRTNATE 


Current Flow Diagram 
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Fresh air blower switch, Air conditioning system control unit, 
Fresh air blower series resistor with overheating fuse, Fresh 
air blower 


E9 
J301 
N24 
T2ba 
T4a0 
T5m 

T8d 
T10F 

v2 


{ 97 


Fresh air blower switch 

Air conditioning system control unit 

Fresh air blower series resistor with overheating fuse 
2-pin connector 

4-pin connector 

5-pin connector 

8-pin connector, behind dash panel, centre 

10-pin connector 

Fresh air blower 


Earth connection 1, in air conditioning system wiring hamess 


Earth point, under the centre console near gear stick 


Connection 2, in evaporator housing unit wiring hamess 


Connection 4, in evaporator housing unit wiring hamess 
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Air conditioning system control unit, Fresh air and air 
recirculation flap control motor 


@ veo 4J301 Air conditioning system control unit 
623. Engine control unit 
vad Yrior Yrior Gio Prior yor agen AG: VolksWagerffial , 6-pin connector 
2 |e a ino fs 7 ot T8d “°8:pig connector, behind dash panel, centre 
| ss T1Of 10-pinréonnector 
V154_ Fresh air afid.gir recirculation flap control motor 
Le ass fe = ae hae a (176) Connection (87), #mair conditioning system wiring hamess 
blige ws t oe or gn , “ 
] 
| 
| 
24 184 ee 
0s os 25 035 2 05 
rige tw of on ft ow 
Téa teat teat 
St BS 
fa v A 
ya 1 i) 
Vise - 
swt fi 
ws 
sw 
ro 
tt 
or 
gn 
bl 
or 
fi 
vi 
ge 
oe 6 of 8 0 0 mf oF & 8 8 9% OF 98 or 
TRNAS 
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High-pressure sender, Air conditioning system switch-off 
relay, Air conditioning system magnetic clutch 


G65_ High-pressure sender 
J365 Air conditioning system switch-off relay 
J623_ Engine control unit 

N25 Air conditioning system magnetic clutch 
T2de 2-pin connector 

73) 3-pin connector 


1505 08 T10h 10-pin connector 
Mtge swt bd T14a_14-pin connector 
(11 ) Earth point, in battery box 
tion it10n / =~ 
i 10 Ta ( 13 } Earth point, on right in engine compartment 


5 Ne us 
e| A 368 ® : 
on \YTi0n VE Ge 5 . 
7 |e 2 
fer 
| 
r 5 


(371 ) Earth con 


n 6, in main wiring harness 


190 
ve - tae ahs (8280) Positive connection 4°¢15a) in main wiring hamess 


0 
ida 
N25 M4 Jezs 
2 


bri 


10 
or 
| Je23 
25 
br 
108 
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Radiator fan 2nd speed relay, Fresh air blower and radiator 
fan relay, Radiator fan series resistor, Radiator fan 


® Suran/SpaceFox/SportVan 


Current Flow Diagram 


J101 
J209 
J623 
N39 
T2df 
T3ae 
T9c 
T9d 
v7 


TT fl dk 


5 
bri 


‘for 


1300«418— 5 


(671) 


Radiator fan 2nd speed relay 
Fresh air blower and radiator fan relay 
Engine control unit 

Radiator fan series resistor 

2-pin connector 

3-pin connector 

9-pin connector 

9-pin connector 

Radiator fan 


Earth point 1, on front of left longitudinal member 


Positive connection 6 (30a) in main wiring harness 


Positive connection 8 (30a) in main wiring hamess 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


G2 Gs ‘GS Rev. counter 


°\” G21 Speedometer 
(3) © Ke J285 Control unit in dash panel insert 
J285 K Dash panel insert 


; K2 — Altemator waming lamp 
( ®© 32a _32-pin connector 


02s 
nisw 

ws = white 

sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi = purple 

ge = yellow 

ek or orange 

rE «= rs_— = pink 
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Interactive system 
From April 2013 
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@ Suran/SpaceFox/SportVan 


Current Flow Diagram 


No. 54/ 2 


1734 3a = 
a 153 oy! 
02808 160 © 16.0 
orsw  gelsw sw sw 
4 2 
162 [f]Si63 
ssa Wli0a 
oo < 
035 
ol ‘l 
LT2ak 
1 2 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Battery, Starter, Alternator, Voltage regulator, Onboard 
supply control unit 


A Battery 
B Starter 
Cc Altemator 
C1 Voltage regulator 
J519_ Onboard supply control unit 
J623 Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 
Tak 2-pin connector, in engine compartment 
TZar 2-pin connector 
T73a_73-pin connector 


( 1 ) Earth strap, battery - body 
( 49 ) Earthypoint, near ..., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


Only models with onboard supply control unit BFM 
*2 Only models with onboard supply control unit BCM 
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20 


23 


24 


26 


27 


Ignition/starter switch, X-contact relief relay, Terminal 15 


relief relay 
D___Ignition/starter switch 
J12 Headlight main beam relay 


J59 
J404 
Téam 
Téd 
T9s 
T10i 


( 366 


{ 606 


(B273) 


(B275) 


{B298 


{B299) 


{B300) 


(B627) 


2Ws = white 
‘sw = black 
TO, red 
rt red 
br =Sprown 
gn green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
or orange 
rs pink 


X-contact relief relay 
Terminal 15 relief relay 
6-pin connector 

6-pin connector 

9-pin connector 

10-pin connector 


Earth connection 1, in main wiring harness 

Earth point, UinéAthe centre console near gear stick 
Positive connection (15), in main Wiring hamess 
Positive connection (87), in main wiring haimess 
Positive connection 2 (30), in main wiring hames 
Positive connection 3 (30), in main wiring hamess 3 
Positive connection 4 (30), in main wiring hamess 


Positive connection 3 (15), in main wiring hamess 


Connection 1 (60), in main wiring harness 
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Jsig Us Onboard supply control unit 


/ J519_ Onboard supply control unit 
SA2_ Fuse 2 in fuse holder A 
SA21 Fuse 21 in fuse holder A 
T73b 73-pin connector 
T73c_73-pin connector 
= Only models with onboard supply control unit BCM 


ies : 2 Only models with onboard supply control unit BFM 
0.5 
ol 
ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 0 8 2 8 4 © © F 8B © 4 4 @2 or orange 
mR os pink 
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E440 


43 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Tiptronic switch in steering wheel to shift down, Multifunction 
buttons on left in steering wheel, Airbag coil connector and 


return ring with slip ring, Horn plate 


iptronic switch in steering wheel to shift down 
‘Muitifunction buttons on left in steering wheel 
Airbag'eoil connector and retum ring with slip ring 
Hom platez, 

Central contra) unit for window regulators 

3-pin connectot 
6-pin connector, 
12-pin connector 
16-pin connector 
23-pin connector 
41-pin connector 


Earth connection, in airbag wiring hamess 


Earth connection 18, in main wiring hamess 


Earth point, on top end ofteering column 


) Connection 1 (LIN bus) i main wiring hamess 


Only models with opesaiting unit for radio 
Diagnostic connectiof? 
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Tiptronic switch in steering wheel to shift up, Multifunction 
ie buttons on left in steering wheel, Multifunction buttons on 
1 N right in steering wheel 


E438 Tiptrdfii,gwitch in steering wheel to shift up 
E440 Multifunctidffguttons on left in steering wheel 
E441 Multifunction batons on right in steering wheel 
T3ao_3-pin connector 

T8| _&pin connector 

T8m &pin connector 


8 
Fiat 


; 
taa0 | t3a0 | T2a0 
Tem i BR IB 
Fiat Fiat peat feat 
ws = white 
sw = black 
ro red 
rt red 
T i br brown 
Sah “4 gn = green 
bl blue 
East or grey 
li purple 
vi = purple 
ge = yellow 
Ee ee ee or orange 
TREAT «= ors_ = pink 
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Multifunction display call-up button, Rev. counter, Ambient 
temperature sensor, Speedometer, Multifunction indicator, 
Control unit in dash panel insert, Dash panel insert, 
Alternator warning lamp 


Jt19 Gat Gs 
( a 
L 32a 32a Yfta2a 32a 
128 23 a ee 18 
can com 
2 2 fe 
03 035 (038 03s (035 
ool = orsw — oxfor . oisw bls 
\ 
Tale 
; 4 
Ga UF F: 
Ee 9 
035 035 5 
oisw orfor 
n m2 7% 7 7 7% 7% 8 


E86 
GS 
Gi7 
G21 
J119 
J285, 
K 
K2 
T2dv 
T32a 
T4la 


{11 


Multifunction display call-up button 
Rev. counter 

Ambient temperature sensor 
Speedometer 

Multifunction indicator 

Control unit in dash panel insert 
Dash panel insert 

Alternator warning lamp 

2-pin connector 

32-pin connector 

41-pin connector 


) Earth point, in battery box 
). Earth connection 4, in main wiring harness 
) Connectian 1 (powertrain CAN bus, high), in main wiring hamess 


) Connection 1 (Gowertrain CAN bus, low), in main wiring harness 


(B390 
= Only models with diboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 
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Central locking 
From April 2013 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 55/ 2 


EI 


Battery, Starter, Alternator, Voltage regulator 


A Battery 
B Starter 
C  Altemator 
C1 Voltage regulator 
J623_ Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j__ Single connector 
Tak 2-pin connector, in engine compartment 
T2ar 2-pin connector 


( 1.) Earth strap, battery - body 


wa Ut08 


Asie ths 
IFES URES: 
(49 ) Earth point, near .., near battery 


(507 ) Threaded connection (30), on battery fuse holder 


Only models with onboard supply control unit BFM 
*2 Only models with onboard supply control unit BCM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or orey 
Ik purple 
vi purple 
ge = yellow 
1 2 34 or orange 
RST «= TS pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 
relief relay 


D___Ignition/starter switch 
E1 Light switch 
J59 X-contact relief relay 
J404 Terminal 15 relief relay 
Téam_ 6-pin connector 
Téd 6-pin connector 
T9s  9-pin connector 
Ti7a_17-pin connector 


Positive connection (87), in main wiring hamess 


Positive connection 2 (30), in main wiring hamess 


Positive connection 3 (30), in main wiring hamess 


(B300) Positive connection 4 (30), in main wiring hamess 


Only models with onboard supply control unit BCM 
2 Only models with onboard supply control unit BFM 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
6 6 7 8 0 20 m 2 2 8 2% WF 2 or orange 
TENT «Ss pink 
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Onboard supply control unit 


J217 Automatic gearbox control unit 
J519 Onboard supply control unit 
) T73b 73-pin connector 


—] 


T73c 73-pin connector 
T80b 80-pin connector 


(B346) Connection 1 (75), in main wiring harness 


1730 73¢ = 
(et It — 


(B729) Connection 1 (50), in main wiring harness 


Only models with onboard supply control unit BCM 
2 Only models with onboard supply control unit BFM 


036 08 

pan aol 
ws = white 
sw = black 
ro Ted 
rt red 
br brown 
gn = green 
bl blue 
or grey 
fi purple 
vi purple 
ue. = yellow 

a 0 8 2 8 @ 8S © FF 8B © 4 4 42 or orange 

TET os ink, 
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Onboard supply control unit 


J519_ Onboard supply control unit 
J623 Engine control unit 
( ) SA2_ Fuse 2 in fuse holder A 


SA4 Fuse 4 in fuse holder A 
SAI6 Fuse 16 in fuse holder A 
T73b 73-pin connector 

T73c 73-pin connector 


'B273) Positive connection (15), in main wiring harness 


'B301) Positive connection 5 (30), in main wiring hamess 


(8627), Positive connection 3 (15), in main wiring hamess 


@nly models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


W301 White 
Sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 

a 4 4 4 4 4 4 5 St & 8 5 8 88 or orange 

TENET os pink 
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Onbeare? Supply control UnitRear left power latching motor 


—_ J519 Onboard supply control unit 
re) Re 2d) 2-pin connector 
‘ Tén _6-pin connector, in rear right door 
( ) ‘ T6q_6-pin connector, in rear left door 
1736 73-pin connector 


307 Rear left power latching motor 


173 (8720) Connection 1 (central locking), in main wiring harness 
m = 


(8721) Connection 2 (central locking), in main wiring hamess 2, 


) Connection 3 (central locking), in main wiring harness 


(8723) Connection 4 (central locking), in main wiring harness 


Connection (central locking unlocked), in main wiring haméss 


(8725) Connection (central locking locked), in main wiring haméss 
05 05 ‘ F. 
ee ) Connestion 1 (central locking), in rear left door wiring’hamess 
oe Mls ) Connection 2 (central locking), in rear left door,iring hamess 
0 eTén S 
is 
Y Connection 1 (central locking), in rearfidht door wiring hamess 
05 05 So a m ape fe : Fs 
pe i ) COhhection 2 (centralidcking). in rear right door wiring hamess 
= Only models with onboard supply control unit BFM 
-2 Only models with onboard supply control unit BCM 


ws = white 
to sw = black 
oe ro red 
rt red 
br brown 
4 gn green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
v7 8 8 6 oe 2 68 & 6 6 of 6 6 70 or orange 
TET os pink 
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J519 


10 10 


ret | 120i 
= a 2 


Vvs08 


0s 
brige 


730 
128 


Vdlkswag 


05 
brit 


n 72 73 4 75 76 7 78 


F338 
J519 
T2dh 
T2di 
T4k 
T4n 
Téj 
T2Ia 
T73b 
302 


Driver door power latching system contact switch, Onboard 
supply control unit, Driver door power latching motor, Front 
passenger door power latching motor, Rear right power 
latching motor 


Driver door power latching system contact switch 
Onboard supply control unit 

2-pin connector 

2-pin connector 

4-pin connector, in driver door 

4-pin connector, in front right door 

6-pin connector 

21-pin connector, in driver door 

73-pin connector 

Driver door power latching motor 

Front passenger door power latching motor 
Rear right power latching motor 


Connection 1, in main wiring hamess 


Only models with onboard supply control unit BFM 
Only models with onboard supply control unit BCM 


08.2013 


@ 


Suran/SpaceFox/SportVan 


Current Flow Diagram 
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J519 


© 


1730 


ns 2 2 126 
Jair “ 
W150 
172 
° 2 : 2 “ RP; es z 
05 05 05 05 05 05 05 055 05 08 
brisw — brisw brisw brige brisw brisw —brisw brisw brisw— brisw —brisw 
Nid Tie Tip 
F2 F3 Ee Fit 
e- 
& 8 87 8 8 9 2 3 96 978 
TATRRDTETAT 


white 
black 
red 
red 
brown 
green 
blue 
grey 
purple 
purple 
yellow 
orange 
pink 


Driver door contact switch, Front passenger door contact 
switch, Rear left door contact switch, Rear right door contact 
switch, Onboard supply control unit 


F2 
F3 
F10 
Fl 
J217 
J519 
Tic 


Driver door contact switch 
Front passenger door contact switch 
Rear left door contact switch 
Rear right door contact switch 
Automatic gearbox control unit 
Onboard supply control unit 
Single connector 

Single connector 

Single connector 

Single connector 

73-pin connector 

80-pin connector 


Earth connection 10, in main wiring harness 


Only models with onboard supply control unit BCM 
Only models with onboard supply control unit BFM 
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Onboard supply control unit 


aed J519 Onboard supply control unit 
® / 773b 73-pin connector 
T73c_ 73-pin connector 
( ~~ Only models with onboard supply control unit’8CM 


3b rab yirab trac YT7a 
20 es as Yo” Yas 
5 15 (0508508 
brige rivibrsw —blisw befor 
I 
I 
I 
I 
I 
I 
I 
| ws = white 
i sw = black 
ro red 
| rt red 
il br brown 
gn = green 
Lo bl blue 
or grey 
li purple 
vi = purple 
ge yellow 
Ee ee i a i cc ry or orange 
roe = rs = pink 
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Onboard supply control unit 


— J519 Onboard supply control unit 
\ ® 173a_73-pin connector 
) ~~ Only models with onboard supply control unit BFM 
3a 3a 3a Yr: 
a Yn pes Me 
os oss A 
oisw brblbrge Ses 
ws = white 
sw = black 
ro = red 
t= red 
br = brown 
an = green 
bl = blue 
ar = rey 
i purple 
vi = purple 
ge = yellow 
cr er er er i ae ee ee on = ngs 
rome =r = pink 
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Rear lid handle release button, Rear lid contact switch, 


J519 Onboard supply control unit, Rear lid release motor 
® £234 Rear lid handle release button 
F111 Rear lid contact switch 
( ) J519 Onboard supply control unit 
T2cd 2-pin connector 
T2d 2-pin connector 
TSc -pin connector, behind rear left side trim, near wheel arch 
ie TSd__5-pin connector, in rear lid, near wiper motor 
TSe _5-pin connector, in rear lid, near wiper motor 
7 173a_73-pin connector 
: G. VANGSacRearlid release motor 
5 2 
oe be ke ks & a (50 ) Earth point, Ades in luggage compartment 
biol brfblwsisw wsisw buige 


ras 3 
287 ) Earth nection, ii lid fe firing hi 
(287 ) Earth connection, in rear id feeder wring hamess 


(388 ) Earth connection 23, in main wiring faness 
= Only models with remote controlled cetral locking 
*2 Only models with onboard supply contrél unit BCM 
“3 Only models with onboard supply contrafunit BFM 


oof 


E234 


1270 1281291801381 182183188 
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Anti-theft alarm and vermin repellent system contact switch, 


J519 Horn or dual tone horn, Onboard supply control unit, Alarm 
® horn relay 
, ~ - °“F12@ccApti-theft alarm and vermin repellent system contact switch 
H1_— Hoff?r,dual tone hom 


J519 Onboard’Supply control unit 
J641 Alarm hom rélay 

T2ab 2-pin connector 

T2z 2-pin connector 

T101 10-pin connector 


( 13 ) Earth point, on right in engine compartment 


(371 ) Earth connection 6, in main wiring harness 


(8315) Positive connection 1 (30a) in main wiring hamess 


For models with anti-theft alarm System 
2 Only models with onboard supply control unit BFM 
“3 Only models with onboard supply control unit BCM 


ws = white 
sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

li purple 

vi purple 

ge = yellow 

“i 42814 STDS R18 or orange 
TET os pink 
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Anti-theft alarm ultrasonic sensor, Onboard supply control 


Jsi9 unit 
® F138 Airbag coil connector and retum ring with slip ring 
6209. Anti-theft alarm ultrasonic sensor 
( ) 6397 Rain and light sensor 
J519 Onboard supply control unit 


T3au 3-pin connector 
T4i 4-pin connector 
T41a_41-pin connector 
173a_73-pin connector 


(366 ) Earth connection 1, in main wiring harness 


(368 ) Earth connection 3, in main wiring harness 


(387 ) Earth connsctién:22, in main wiring hamess 


( 606 } Earth point, under the centre 


(8528) Connection 1 (LIN bus) in main wiringhamess 


(B549) Connection 2 (LIN bus) in main wiring hai 


= Only models with onboard supply control uni,BCM 
*2 Only models with onboard supply control unit!BFM 


burt 


inpart o; 


po: 


0.35 05 05 40 25 
burt vitor vibe br br 
T3au Tata 
ws 10 
Geer Figs 
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Suran/SpaceFox/SportVan Current Flow Diagram No. 55/ 14 


Onboard supply control unit 


J519 Onboard supply control unit 

SB41_ Fuse 41 on fuse holder B 

T73a_73-pin connector 
= Only models with onboard supply control unit BFM 
2 Only models with onboard supply control unit BCM 


i || 


3a WT 3a Wi7ga 
rt 2 Fi29 130 
mH Ucar 
05 05 — 0.35, stab 
sw swags oribr 


ws = white 
sw = black 

ro red 

rt red 

br brown 

gn = green 

bl blue 

or grey 

ii purple 

vi purple 

ge = yellow 

ee ee i a ee ZC or orange 
rao rs’ pink 
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Suran/SpaceFox/SportVan Current Flow Diagram 


ws 

at 

iB 

05 

vrige 
vi purple 
ge = yellow 
1e3 tes 185— 18587 tRtRS90—sTs(it tS 105196 or orange 
ERT os pink 
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Driver vanity mirror contact switch, Front passenger vanity 
mirror contact switch, Luggage compartment light, Rear left 
reading light, Rear right reading light, Front passenger side 
illuminated vanity mirror, Driver side illuminated vanity 


mirror 


F147 
F438 
T2di 
T2dm 
T2dn 
T2do 
T2dt 

T3al 
T3am 


Driver vanity mirror contact switch 
Front passenger vanity mirror contact switch 

2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

2-pin connector 

3-pin connector 

3-pin connector 

5-pin connector, behind rear left side trim, near wheel arch 
Luggage compartment light 

Rear left reading light 

Rear right reading light 

Front passenger side illuminated vanity mirror 

Driver side illuminated vanity mirror 


Earth connection 20, in main wiring hamess 


Positive connection 3 (30a) in main wiring hamess 


Only models with onboard supply control unit BFM 
Only models with onboard supply control unit BCM 
Only models with rear reading lights 


08.2013 


® Suran/SpaceFox/SportVan 


Current Flow Diagram 


03s 035 10 035 
rivi bcs tiv 
wi 
t4ac | Alt4ac 
| 
S Ins 
yuse Yrs 
it 4 
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white 
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Left ultrasonic sensor,for anti-theft alarm system, Front 
interior light, Front passenger reading light, Driver side 


reading light 


G170 
T3e 
T4ac 
Ti6éa 
wi 
wi3 
wig 


(383 ) 


( 605 } 


(8325) 


“2 
= 
4 


Left ultrasonic sensor for anti-theft alarm system 
3-pin connector 5 
4-pin connector 

16-pin connector 

Front interior light 

Front passenger reading light 
Driver side reading light 


Earth connection 18, in main wiring ames 


Earth point, on top end of steering cofgmn 


Positive connection 11 (30a) in mainawiring hamess 


Only models with onboard supply céntrol unit BCM 
Only models with onboard supply edntrol unit BFM 
Only models with rear reading lights 

Diagnostic connection 
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® Suran/SpaceFox/SportVan Current Flow Diagram No. 55/ 17 


Driver side interior locking switch, Interior lock switch 
illumination bulb 


Front left window regulator switch 
Mirror adjustment switch 


FT 


bebe Rear left window regulator switch, in driver door 
Drivaresideinjerior locking switch 
Interior lock switch iifénination bulb 
4-pin connector 
ye 4-pin connector 
4-pin connector 
10-pin connector 
ee 21-pin connector, in driver door 


) Earth connection 2, in drive side door ‘wiring hamess 


}) Connection 1 (68d), in main wiring hamess 


Bt E160 


Connection 1 (window regulator), in driver door wiring:harness 


Only models with electric window regulators 
Only models with manual window regulators 

Only models with onboard supply control unit BEM 
Only models with onboard supply control unit BCM 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp, Alarm 
system warning lamp, Rear lid open warning lamp 


G5 Rev. counter 

G21 Speedometer 

J285 Control unit in dash panel insert 
Dash panel insert 

Alternator warning lamp 

Alarm system warning lamp 
Rear lid open warning lamp 
32-pin connector 


Connection 1 (powertrain CAN bus, high), in main wiring hamess 


Connection 1 (powertrain CAN bus, low), in main wiring harness 


Only models with onboard supply control unit BFM 
Only models with onboard supply control unit BCM 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 56/ 1 


Automatic anti-dazzle interior mirror 
From April 2013 
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@ Suran/SpaceFox/SportVan Current Flow Diagram No. 56/ 2 


Battery, Starter, Alternator, Voltage regulator, Onboard 
supply control unit 


| 


Battery 
Starter 
Cc Altemator 
C1 Voltage regulator 
J519_ Onboard supply control unit 
Engine control unit 
$162 Fuse 1 (30), in battery fuse holder 
S163 Fuse 2 (30), in battery fuse holder 
T1j Single connector 


1 | 
o> 


_ 
S 
8 
8 


1732 


16 T2ak 2-pin connector, in engine compartment 
sw - 
TZar 2-pin connector 
173a_73-pin connector 
u (1 ) Earth strap, battery - body 
J623 a 
Uy [S162 []]S163 =m 
Lene sedi ( 49 ) Earth point, near ..., near battery 
nos? Gee bes (507 ) Threaded connection (30), on battery fuse holder 
ol x S 
= Only models with onboard supply control unit BFM 
*2 Only models with onboard supply control unit BCM 
25-250 
suit sw 
er 
30 Bz0 
£ ws = white 
sw = black 
2 ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
1 2 7 2 9 o on 6206 or orange 
PETIT «TS pink 
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Ignition/starter switch, X-contact relief relay, Terminal 15 


@ Suran/SpaceFox/SportVan 


Current Flow Diagram 


relief relay 
D___Ignition/starter switch 
J12 Headlight main beam relay 
J59__X-contact relief relay 
J404 Terminal 15 relief relay 
Téam_ 6-pin connector 
Téd 6-pin connector 
T9s_9-pin connector 
T10i 10-pin connector 
(366 ) Earth conneétior !'tAltmaim wiring harness 
(606 ) Earth point, under the centre console near géarstick 
(8275) Positive connection (87), in main wiring hamess 
(B298) Positive connection 2 (30), in main wiring hamess < 
(8299) Positive connection 3 (30), in main wiring hamess 
(8300) Positive connection 4 (30), in main wiring hamess 
(8729) Connection 1 (50), in main wiring harness 
a J404 D 
rr figam FF ‘a 
18 
1028 é 
swige swift nsw br oe din awit tm = 
I We 
sw 
ro 
rt 
05 br q 
or an 
bl 
or 
li 
vi 
ge 
6 6 7 8 02 mw 2 2 8B 6 %6© 6 27 or 
PR TRRNTAT rs 


06.2013 


@ Suran/SpaceFox/SportVan Current Flow Diagram No. 56/ 4 


Onboard supply control unit 


SA2_ Fuse 2 in fuse holder A 
SB37_ Fuse 37 on fuse holder B 
SB38 Fuse 38 on fuse holder B 
T73b 73-pin connector 
T73c_73-pin connector 


vac Wise Yr720 (8273) Positive connection (15), in main wiring hamess 
ie ye” Wie 
7 ~ 
i = Only models with onboard supply control unit BFM 
2 be 
15? 06 


052 *2 Only models with onboard supply control unit BCM 


] J519 Onboard supply control unit 


®lz 


ws = white 
sw = black 
ro red 
rt red 
br brown 
gn = green 
bl blue 
or grey 
ii purple 
vi purple 
ge = yellow 
a 0 8 2 8 8 & © F B@ © 4 4 42 or orange 
ERT os pink 
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Anti-dazzle interior mirror button, Reversing light switch, 
Rain and light sensor, Anti-dazzle interior mirror warming 
lamp, Automatic anti-dazzle interior mirror 


E386 Anti-dazzle interior mirror button 

= F4 Reversing light switch 

6397 Rain and light sensor 

K187  Anti-dazzle interior mirror warming lamp 
T2al 2-pin connector 

T3au 3-pin connector 

Téac pin connector 

Y7 Automatic anti-dazzle interior mirror 


gp 
28 
58 
a 


) Earth connection 3, in main wiring harness 


) Earth connection 22, in main wiring hamess 


0% © 035 
—_ > ) Earth point, under the centre console near gear stick 
(8277) Positive connection 1 (15a) in main wiring hamess 
sec reac = 
= © 7 Positive connection 3 (30a) in main wiring hamess 
Ess6 
fee Keer (B336) Connection 2 (54), in main wiring harness 
(8549) Connection 2 (LIN bus) in main wiring hamess 
035 = Only models with onboard supply control unit BCM 
swidl =i 
ws = white 
sw = black 
6 ro = red 
rt red 
6 br = brown 
: gn = green 
ol blue 
29 or = grey 
Ode li purple 
vi purple 
ge = yellow 
eo 4 6 «© # 4 48 © 8 2 8 8 8 66 on oninge 
TETEREATA] «rs pink 
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Rev. counter, Speedometer, Control unit in dash panel 
insert, Dash panel insert, Alternator warning lamp 


Current Flow Diagram 


K 
FE Z G5 Rev. counter 
Z 2 G21 Speedometer 
® ‘ ® J285 Control unit in dash panel insert 
i K Dash panel insert 
K2__ Alternator warning lamp 
C3) ) 32a 32-pin connector 
(8383) Connection 1 (powertrain CAN bus, high), in main wiring hamess 
(8390) Connection 1 (powertrain CAN bus, low), in main wiring harness 
0a Soa 2 
an ean ~ Only models with onboard supply control unit BCM 
F 8 "2. Only models with onboard supply control unit BFM 
0.35 o5* 0.35 0.35 q 0.35 
wit orl odisw orb ovr 
eee ws = white 
" sw = black 
ro = red 
: rt = red 
br = brown 
gn = green 
bl = blue 
gr = grey 
i purple 
vi purple 
ge = yellow 
so 60 oF 2 6 of 6 6 8 6 70 or =Jogange 
rom =r = pink 


06.2013 


@ SpaceFox Fitting Locations No. 811/ 1 


1 Earth points 


1.1 Engine compartment earth points 


1 - Ground cable, battery-body 

11 - Battery housing earth points 

12 - Engine comp. left earth points 

13 - Engine comp. right earth points 

15 - Head earth points 

49 - Earth points, next to the battery 

55 - Earth points next to the ABS control unit 
671 - Earth point 1 on the front left side member 


(eaeess 
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@Ss aceFox Fitting Locations No. 811/ 2 


1.2 Vehicle interior earth points 


21 - Earth points next to the fuel pump 

50 - Left boot earth points 

605 - Earth point on the upper steering column region 

606 - Earth point under the central console, next to the selector lever 


678 - Steering wheel earth point 
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@ SpaceFox 


1 Fuse Locations 


Fitting Locations No. 812/ 1 


1 - Battery fuse holder -S- 

Q Fitting Location = page 2 

QO Battery fuse holder -S- as of April, 2013 = page 2 
2 - -SA- and -SB- Fuse holder 

Q Fitting Location = page 3 

Q Fuse holder -SA- = page 4 

Q Fuse holder -SB- = page 6 


AG. Volkswagen, 
suo AGdoe, 
No Nor. 
9) Mig. 
oo 7%, 
cS O. 
iP & 
yy Re 
> i 
& % 
= 4 
7 % 
é ‘ 
s % 
2 S 
L ic} 
2 % 
é a 
5 cs 
E 3 
= 8 
= 3 
3 g 
3 2 
g g 
a 3 
3 3 
S $ 
% = 
% i 
3%, = 
%, s 
~~ ea 
% > 
a $ 
1.1 Battery fuse holder -S-, as of April, 2013 oo 
{oo fon 
Op, on! 
28%0-4 ~py eee 
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@ SpaceFox Fitting Locations No. 81 2 / 2 


1 - Fuse Holder S 
Fuse cable colours: 


175 A- black 

110 A - black 

40 A- black / red and purple 
30 A- red and purple 


25 A- red and green 
5 A-red/red and black 


1.1.1 


Battery fuse holder -S- 


$162 $163 $164 S176 $177 S178 


SL 
P 


Assignment No. 


Current 


Function / Component 


Terminal 
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1 | - |Fuse 1 (30) of the battery fuse holder -S162- 175A - |Generator (Alternator) -C- 30 
Voltage regulator -C1- 

2 | - |Fuse 2 (30) of the battery fuse holder -S163- 110A - |Cable connections for terminal 30 -TV2- 30 
3 | - |Fuse 3 (30) of the battery fuse holder -S164- 40A - |Radiator fan's 2nd speed relay -J101- 30 
4 | - |Fuse 4 (30) of the battery fuse holder -S176- 50A - |Electric-power steering wheel motor -V235- 30a 
5 | - |Fuse 5 (30) of the battery fuse holder -S177- 40A - |ABS control unit -J104- 30a 
6 | - |Fuse 6 (30) of the battery fuse holder -S178- a Ks Empty, - 

7 | - |Fuse 7 (30) of the battery fuse holder -S179- 30A - |Gearbox hydraulic pump -V387- 30a 
8 | - |Fuse 8 (30) of the battery fuse holder -S180- 10A - |Automatic gearbox’eontrol unit -J217- 30a 
9 | - |Fuse 9 (30) of the battery fuse holder -S267- 5A - |Onboard network control, unit -J519- 30a 
10 | - |Fuse 10 (30) of the battery fuse holder -S268- - - |Empty - 

11 | - |Fuse 11 (30) of the battery fuse holder -S269- 30A - |Radiator fan and natural air fan relay -J209- 30a 
12 | - |Fuse 12 (30) of the battery fuse holder -S270- 25A - |ABS control unit -J104- 30a 

1.2 Battery fuse holder -SA- and -SB, as of April, 2013 


1 - SA and SB fuse holder 


Fuse colours: 
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@ SpaceFox Fitting Locations No. 81 2 / 4 
30 A- green 
25 A- white 
20 A- yellow 
15 A- blue 
10 A-red 

5 A- beige 


SL Assignment No. Current Function / Component Terminal 
P id : 
1 | - |Fuse 1 of fuse holder A -SA1- 15A - |Onboard network control unit -J519- 30a 

@ Fog lights 


Fog lights switch -E23- 
Onboard network control unit -J519- 86s 


2 | - |Fuse 2 of fuse holder A -SA2- 5A 
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3 Fuse 3 of fuse holder A -SA3- 15A - |Relay 2 for long-range headlights -J1062- 30a 
4 Fuse 4 of fuse holder A -SA4- 15A - |Alarm horn relay -J641- 30a 
5 Fuse 5 of fuse holder A -SAS5- 20A - [Radio -R- 30a 
6 Fuse 6 of fuse holder A -SA6- 20A - |Onboard network control unit -J519- 30a 
@ Rear window defogger 
7 Fuse 7 of fuse holder A -SA7- 10A - |Airbag control unit -J234- 15a 
8 Fuse 8 of fuse holder A -SA8- 20A -_|Sunroof movement control unit -J245- 30a 
9 Fuse 9 of fuse holder A -SA9- 10A - |Automatic gearbox control unit-J247., 15a 
10 Fuse 10 of fuse holder A -SA10- 5A - |Electric-hydraulic motor housing control unit -J247~ 15a 
11 Fuse 11 of fuse holder A -SA11- 5A - |Fog lights switeh -E23- XR 
12 Fuse 12 of fuse holder A -SA12- - |Empty 
13 Fuse 13 of fuse holder A -SA13- 5A -_|Selector lever sensors control unit -J587- 30a 
14 Fuse 14 of fuse holder A -SA14- 5A - {External side mirror folding control unit -J351- 15a 
15 Fuse 15 of fuse holder A -SA15- 25A - |Aif conditioning system cut-off relay -J365- 30a 
Power output 2 - 12V -U18- 
16 Fuse 16 of fuse holder A -SA16- 25A - #Onboard network control unit -J519- 30a 
@ Central locking system 
17 Fuse 17 of fuse holder A -SA17- 5A = | Light switch -E1- 30a 
18 Fuse 18 of fuse holder A -SA18- 10A = |Rear window wiper motor -V12- XR 
19 Fuse 19 of fuse holder A -SA19- 5A % | Selector lever sensors control unit -J587- 15a 
20 Fuse 20 of fuse holder A -SA20- 15A =| Power output 2 - 12V -U18- 30a 
21 Fuse 21 of fuse holder A -SA21- 5A =< Contact of the airbag coil and return spring with slip ring -F138- 30a 
22 Fuse 22 of fuse holder A -SA22- 30A - [Central control unit for window control -J1015- 30a 
23 Fuse 23 of fuse holder A -SA23- 15 A)) - {Ignition coil 1 w/ final power stage -N70- 87 
25 A?) Ignition coil 2 w/ final power stage -N127- 
Ignition coil 3 w/ final power stage -N291- 
Ignition¢ransformer -N152- 
24 Fuse 24 of fuse holder A -SA24- 10A -_|ABS contrébunit -J104- 15a 


Edition 09.2013 


(a) Note 


@ For CPBA, CFZA and CCRA engines 


* 2Only for CSEA engine 


1.2.2 Fuse holder -SB- 
or Assignment No. Current Function / Component Terminal 
25 Fuse 25 in fuse holder B -SB25- 20A Onboard network control unit -J519- 30a 
@ Brakes 
26 Fuse 26 in fuse holder B -SB26- 10A Windscreen wiper delay relay switch (intermittent operation) -E22- 15a 
27 Fuse 27 in fuse holder B -SB27- 5A Fitting eOnnector, 16-pole, in diagnosis -T16a- 30a 
28 Fuse 28 in fuse holder B -SB28- 5A External side mirror folding control unit -J351- 30a 
Engine control unit -J623- 
Voltage input relay 1 -J701- 
Fuel pump relay -J17- 
29 Fuse 29 in fuse holder B -SB29- 15A Onboard network control unit -J519- 30a 
@ Windscreen washer, wiper 
30 Fuse 30 in fuse holder B -SB30- 15A Engine‘control unit -J623- 87a 
31 Fuse 31 in fuse holder B -SB31- 5A Onboard-network control unit -J519- 58R 
@ Right side lights 
Rear right larap -M2- 
Front right sidetamp -M3- 
32 Fuse 32 in fuse holder B -SB32- 5A Onboard network control unit -J519- 58 
@ License plate 
License plate light -X- 
Instrument cluster -K- 
33 Fuse 33 in fuse holder B -SB33- 15A Fuel pump (pre-input pump) -G6- 87a 
34 Fuse 34 in fuse holder B -SB34- 10A Spark plugs relay -J52- 87 
Heating system control unit -J65- 
35 Fuse 35 in fuse holder B -SB35- 15A Sealed left headlight double-filament lamp -L1- 56aL 
Sealed right headlight double-filament lamp -L2- 
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Front left side lamp -M1- 
Front right side lamp -M3- 
Instrument cluster -K- 


36 | - |Fuse 36 in fuse holder B -SB36- 10 A) - |Onboard network control unit -J519- 30a 
25 A2) @ Left low beam 


Sealed left headlight double-filament lamp -L1- 
Reverse gear light switch -F4- 15a 


37 | - |Fuse 37 in fuse holder B -SB37- 10A 
38 | - |Fuse 38 in fuse holder B -SB38- 10A 


Glove compartment light -W6- 15a 


Internal rear-view mirror with automatic anti-glare feature -Y7- 
Parking assist control unit -J446- 
Instrument cluster -K- 


39 | - |Fuse 39 in fuse holder B -SB39- 10A 


Right alarm ultrasound sensor+G171- 30a 


Alarm system ultrasound,sensor -G209- 
Rain sensor and photodetector -G397- 


Onboard network control unit -J519- 
@ Side mirror folding 


Boot light -W3- 

Rear left reading light -W11- 

Rear right reading light -W12- 

Lighted passenger vanity mirror -W14- 
Lighted driver vanity mirror -W20- 
Onboard network control unit -J519- 30a 


Onboard network control unit -J519- 30a 
Horn 


40 | - |Fuse 40 in fuse holder B -SB40- 10A 
41 | - |Fuse 41 in fuse holder B -SB41- 10A 


Natural air fam switch -E9- XR 
Air conditioning, control unit -J301- 
Front left side lamp -M1- 58L. 
Rear left lamp -M4 


Onboard network cofitrol unit -J519- 
@ Left side lights 


42 | - |Fuse 42 in fuse holder B -SB42- 25A 


43 | - |Fuse 43 in fuse holder B -SB43- 5A 


44 | - |Fuse 44 in fuse holder B -SB44- 10A 


Clutch pedal switch -F36- 87a 
Brake pedal switch -F47- 
Cold start valve -N17- 
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45 | - |Fuse 45 in fuse holder B -SB45- 10 A 


Lambda Probe -G39- 87a 
Lambda Probe after the catalytic converter -G130- 
Magnetic valve 1 for the activated‘charcoal reservoir -N80- 


46 | - |Fuse 46 in fuse holder B -SB46- a - |Empty 
47 | - |Fuse 47 in fuse holder B -SB47- 10 A) - |Onboard network contro! unit -J519- 30a 
25 A2) @ Right low beam 
Sealed right headlight double-filament lamp;-L2- 
48 | - |Fuse 48 in fuse holder B -SB48- 15 A) - |Headlights relay -J12- XR 
25 AY) Relief relay for contact X -J59- 


Fog lights switch -E23- 


(a) Note 


* YVOnly for vehicles equipped with BFM 

* 2Only for vehicles equipped with BCM 

* Only for vehicles equipped with 12V power outlet 
* 4Only for vehicles equipped with lighters 
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@ SpaceFox en bG.Volkswagen ag Fitting Locations No. 813/ 1 
7S 
1 Relays. 
y: <o 


ho 
« Con 
Ny 


"Beg 
LS cs 

1 - Relay to the right of the dashboard, behind the glove compartment: A 

Q Relay deScriptions, as of April 2013: > page 2 x, 
2 - Relay to.the left, behind the dashboard: % 

Q Relay description, as of April 2013: > page 3 
3- Empty 

= 


1.1 Relay to the right of the dashboard, behind the glove compartment 


1.1.1 Relay descriptions, as of April 2013: 
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17 - Starter relay 2 -J695- 
Q Colour: Black 


8, IN part or; 
purpose: Orin 
exci hole 
cn 


1.2 Relay to the left, behind the dashboard 


1:21 Relay descriptions, as of April 2013: 
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1a - Air conditioning system cut-off relay -J365- 
Q Colour: Gray 

1b - Relief relay 2 of contact X -J339- 
Q Colour: Black 

2 - Starter relay -J53- 
Q Colour: Black 

3 - External side mirror folding control unit -J351- 
Q Colour: Black 

4 - External side mirror folding control unit -J351- 
Q Colour: Black 

5 - Voltage input relay 1 -J701- 
Q Colour: Gray 

6a - Alarm horn relay -J641- 
Q Colour: Gray 

6b - Relay 2 for long-range headlights -J1062- 
Q Colour: Black 

7 - Gearbox hydraulic pump relay -J510- 
Q Colour: Light-green 

8 - Relief relay for contact X -J59- 
Q Colour: Light-green 

9 - Radiator fan and natural air fan relay -J209- 
Q Colour: Black 


10 - Radiator fan's 2nd speed relay -J101- 
Q Colour: Black 


11 - Fuel pump relay -J17- 
Q Colour: Black 

12a - Cold start device relay -J41- 
Q Colour: Gray 

12b - Fog lights relay -J5- 
Q Colour: Black 
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13 - Relief relay of terminal 15 -J404- 
Q Colour: Black 


14b - Headlights relay -J12- 
Q Colour: Gray 
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@ SpaceFox Fitting Locations No. 814/ 1 


1 Control units 


1 - ABS control unit -J104- 
Q Fitting Location: = page 2 
2 - Automatic gearbox control unit -J217- 
Q Fitting Location: = page 4 
3 - Engine control unit -J623- 
Q Fitting Location: = page 7 
4- Empty 
5 - Heating system control unit -J65- 
Q Fitting Location: = page 9 


11 ABS control unit -J104- 


1.1.1 Fitting Location: 
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1 - ABS control unit -J104- 
A - 38-pin connector, in the ABS control unit -T38a- 


SEs 


1.1.2 Connector description: ABS control unit -J104- 


T38a -_|Function 
1 - |Fuse 5 (30) of the battery fuse holder -S177- 
2 = Ie 
3 = es 
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13 Terminal 31 

14 CAN-Bus, Low 

15 - 

16 Front right wheel rotation sensor -G45- 
17 Rear right wheel rotation sensor -G44- 
18 Rear left wheel rotation sensor -G46- 
19 Front left wheel rotation sensor -G47- 
20 - 

21 = 

22 - 

23 = 

24 - 

25 Fuse 12 (30) of the battery fuse holder -S270- 
26 CAN-Bus, High 

27 - 

28 Fuse 24 of fuse holder A -SA24- 

29 Rear right wheel rotation sensor -G44- 
30 Brake pedal switch -F47- , BrakeJight switch -F- , Engine control unit -J623- 
3f Rear left wheel rotation sensor -G46- 
32 - 

33 - 

34 - 

35 - 

36 - 

37 - 
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{ 38 [= [Terminal 31 


1.2 Automatic gearbox control unit -J217- 


124 Fitting Location: 


1 - Automatic gearbox control unit -J217- 


A- 80-pin connector, in the automatic gearbox control unit -T80b- 


Edition 09.2013 


Connector Description: Automatic gearbox control unit -J217- 


T80b -_|Function 


1 -_|Terminal 31 


-_|Terminal 31, Electrovalves 


12 -_|Gear identification sensor -G604- 


13 -_|Gear identification sensor -G604- 


24 -_|Gear identification sensor -G604- 


25 -_|Gear identification sensor -G604- 


26 aE 


27 - |Fuse 8 (30) of the battery fuse holder -S180- 


28 -_|Fuse 9 of fuse holder A -SA9- 


29 -_|Gear selection valve 3 -N286- 


30 - |[- 


31 - |Gearbox hydraulic pump relay -J510- 
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32 -_|Gear selection valve 1 -N284- 

33 -_|CAN-Bus, Low 

34 -_|Gear identification sensor 2 -G616- 

35 -_|Gear identification sensor 2 -G616- 

36 - |= 

37 - |- 

38 -_|Gearbox intake rotation sensor -G182- 
39 - |- 

40 - |Gearbox hydraulic pressure sensor -G270- 
41 - |= 

42 - |Engine control unit -J623- 

43 -_|Clutch actuator valve -N255- 

44 -_|Gear selection valve 2 -N285- 

45 -_|CAN-Bus, High 

46 -_|Gear identification sensor 2=G616- 

47 -_|Gear identification sensor 2 -G616- 

48 - |= 

49 - |Diagnosis terminal - K 

50 -_|Gearbox intake rotation sensor -G182- 
51 - |- 

52 - |Clutch position sensor -G476- 

53 - |= 

54 - |- 

55 - |- 

56 - |= 

57 - |- 

58 - |- 

59 - |Gearbox hydraulic pressure sensor -G270- 
60 - |- 

61 - |Clutch positiorpsensor -G476- 

62 - |Handbrake control switch -F9- , Instrument cluster -K- 
63 - |- 

64 - |- 

65 - |Clutch position sensor -G476-. 
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66 Se 


67 - |[- 


68 - |[- 


69 -_|Onboard network control unit -J519- 


70 ale 


m1 =i[5 


72 - |- 


73 - |Clutch position sensor -G476- 


74 - |[- 


75 PAE 


76 -_|Terminal 50, Onboard network control unit -J519- 


77 - |- 


78 = 


79 - |Gearbox hydraulic pressure sensor -G270- 


80 - 


1.3 Engine control unit -J623- 


1.3.1 Fitting Location: 
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1 - Engine control unit -J623- Rhee 
A- 56-pin connector -T56a- 
B - 56-pin connector -T56b- 


Fitting Locations 
gen AG VoIKSwagen AG ga, 


No. 814/ 8 


R97-10554 


1.4 Heating system control unit -J65- 


1.4.1 Fitting Location: 
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agen AG. Volkswagen ag. 
eS | 


1 - Heating system control unit -J65- wore 
yo 
A- 11-pin connector -T11a- i 
& 
$s 
é 
& 
& 
é 
< 
£ 
s 
s 
s 
2 
5 
g 
Ft 
iS 
é 
3 
8 
a 
3 
a 
3 
¢ 
co 
a 
a 
3 
c) 
% 
A 
© 
gy, 
0, 
7 
% 
igs 
a0. oN 
PPIO14 ‘ov oor! 


1.4.2 Connector description: Heating system control unit -J65- 


T11a -_|Function 
1 - |Fuel preheating resistance -Z66- 
2 - |Fuel preheating resistance 2 -Z108- 
3 - |Fuel preheating resistance 3 -Z109- 
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4 ae es 

5 = fe 

6 - _ |Spark plugs relay -J52- 

7 =a Ee 

8 2 

9 a) 

10 -_|Engine control unit -J623- 

11 - Spark plugs relay -J52- 
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1 Control units 
agen AG-Volkswagen aga 
1 - Onboard network control unit -J519- 
Q Fitting Location: = page 2?) 
Q Fitting Location: > page 6 2) 
2 - Instrument cluster indicator control unit -J285- 
Q Fitting Location: = page 9 
3 - Central control unit for window control -J1015- 
Q Fitting Location: = page 11 
4 - Airbag control unit -J234- 
Q Fitting Location: = page 13 
5 - Air conditioning control unit -J301- 
Q Fitting Location: = page 15 
6 - Empty 
7 - Selector lever sensors control unit -J587- 
Q Fitting Location: = page 16 
8 - Parking assist control unit -J446- 
Q Fitting Location: = page 18 


Faraosse 
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(a) Note 


* YVOnly for vehicles equipped with BFM 
* 2Only for vehicles equipped with BCM 


1.1 Onboard network control unit: BFM -J519- 


1.1.1 Fitting Location: 
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1 - Onboard network control unit -J519- 
A - 73-pole fitting connector in the onboard control unit -T73a- 


AG. Volkswagen 4, 
swage” Gd] 
5 


1.1.2 Connector description: Onboard network control unit: BFM -J519- 


-_|Windscreen wiper motor -V- 

- |Windscreen wiper motor 3\¥- 

- [Terminal 34 “op, 
Front interior light -W1- 


OA 
- |- Op: 
a = 


ao|&]o}ro}o 
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Terminal 30, Fuse 40 in fuse holder B -SB40- 


10 Rear tailgate unlocking motor -V139- , Central control unit for window control -J1015- 

11 Terminal 31 

12 Terminal 30, Fuse 16 in fuse holder A -SA16- 

13 - 

14 Terminal 31 

15 peat right central locking system<motor -V308- , Driver’door,central locking system motor -V302- , Rear left central locking system motor 
16 Passenger door central‘locking system motor -V303- , Rear right céntral locking system motor -V308- 
17 -- 

18 - 

19 -- 

20 Central control unit for window control -J1015- , Alarm system ultrasound sensor -G209- , Rear window wiper motor -E34- 
21 Rear window heating system switch -E230- 

22 - 

23 - 

24 Alarm horn relay -J641- 

25 Warning light switch -E3- 

26 Instrument cluster -K- 

27 Diagnosis terminal - CAN High 

28 Diagnosis, terminal - CAN Low 

29 CAN-Bus, <High 

30 CAN-Bus, Low 

31 Front lid / engine lid contact switch for the alarm system -F120- 

32 Int. locking switeh, driver side -E150- 

33 Alarm system ultrasound sensor -G209- 

34 Rear tailgate unlocking switch -E165- 

35 Driver door central locking System motor -V302- 

36 Driver door central locking system Motor -V302- 

37 Central control unit for window control -J1015- , Rear tailgate unlocking motor -V139- 

38 Terminal 31 
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39 - |- 

40 - |- 

41 - |- 

42 - |Terminal 30, Fuse 9 (30) of the battery fuse holder -S267- 

43 -_|Terminal31 

44 - |Windscreen wiper motor -V- 

45 -_|Engine control unit -J623- , Brakepédal switch -F47- 

46 - |Windscreen wiper delay relaySwitch (intermittent operation) -E22- 

47 - |Windscreen wiper delay relay switch (intermittent operation) -E22- 

48 -_|External side mirror folding control unit -J351- , Reverse gear light switch -F4- 
49 -_|Instrument cluster -K- 

50 - |Generator (Alternator) -C- , Voltage regulator -C1- 

51 Terminal 15, Fuse 38 in fuse holder B -SB38- , Relief relay of terminal 15 -J404- 
52 - _|Terminal 50, Automatic gearbox control unit -J217- 

53 -_|Terminal S, Fuse 2 in fuse holder A -SA2- 

54 - |Rear window wiper motor -V12- , Rear window and windscreen washer pump -V59- 
55 - |Rear window heating system switch -E230- 

56 - |Windscreen wiper delay relay switch (intermittent operation) -E22- 

57 - |Turn light/flashifg light switch -E2- 

58 -  |Turn light/flashing light switch -E2- 

59 - |Contact of the airbag coil and return spring with slip ring -F138- 

60 - |Warning light switch -E3- 

61 -_|Driver door contact switch -F2- 

62 - |Passenger door contactswitch -F3- , Rear left door contact switch -F10- , Rear right door contact switch -F11- 
63 -_|Terminal 30, Fuse 29 in fuse holder B -SB29- 

64 - |Front right turn signal lamp -M7Z,. 

65 -_|Fuse 25 in fuse holder B -SB25- 

66 -  |Front left turn signal lamp -M5- 

67 -_|Horn and double horn -H1- 

68 -_|Fuse 41 in fuse holder B -SB41- 

69 - |Left brake light lamp -M9- , Right brake light lamp -M10- 

70 - |- 

71 - |- 

72 - |Rear window defogger -2Z1- 
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73 -_|Fuse 6 of fuse holder A -SA6- 


1.2 Onboard network control unit: BCM -J519- 


1.2.1 Fitting Location: 


1 - Onboard network control unit -J519- 
A- 73-pole fitting connector in the onboard control unit -T73b- 
B - 73-pole fitting connector in the onboard control unit -T73c- 
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1.2.2 Connector description: Onboard network control unit: BCM -J519- 


T73b_| - |Function - |_T73c_| - |Function 
1 - |Headlights relay -J12- - 41 En e= 
2 - |Left low beam lamp -M29- , Sealed left headlight double-filament | - 2 - |Sealed right headlight double-filament lamp -L2- , Right low beam lamp 
lamp -L1- -M31- 
3 = |= =| 3 [el= 
4 - {Internal lighting, Front internal light -W1- - 4 - |Instrument cluster -K- 
5 ale Sy een 
6 - |Fog light lamp -L20- , Fog lights switch -E23- , Instrument cluster | - 6 - |- 
7 - |Fog lights switch -E23- - te - |License plate light -X- 
8 = - | emma — 
9 - |- - 9 - [eft fog light and long-range headlight lamp -M94- , Right fog light lamp 
-23- 
10 - |Rear tailgate unlocking motor -V139- , Central control unit for - 10 - |Right fog light and long-range headlight lamp -M95- , Left fog light lamp 
window control -31015- , Spare wheel unlocking motor -V340- -L22. 
11 - |Passenger doorcentral locking system motor -V303- , Driver door | - 11 - | Terminal 30, Fuse 1 in fuse holder A -SA1- 
central locking system motor -V302- , Rear left central locking 
system motor -V307- , Rear right central locking system motor 
-V308- 
12 - |Driver door central locking system motor -V302- - 12 - |= 
13 -|- - 13 - | Termifial 30, Fuse 25 in fuse holder B -SB25- 
14 - |Terminal 31 - 14 - |Frontteft turn signal lamp -M5- , Rear left turn signal lamp -M6- 
15 - |Passenger doorentral locking system motor -V303- , Driver door | - 15 - |Front right turn signal lamp -M7- , Rear right turn signal lamp -M8- 
central locking system motor -V302- , Rear left central locking 
system motor -V3@7- , Rear right central locking system motor 
-V308- 
16 - |Terminal 30, Fuse 16:in fuse holder A -SA16- - 16 - jLeft brake light lamp -M9- , Right brake light lamp -M10- , Automatic gearbox 
control unit -J217- 
17 - |Driver door central lockingzsystem motor -V302- - 17 - |Central control unit for window control -J1015- , Alarm system ultrasound 
sensor -G209- , Rear window wiper motor -E34- 
18 - |Driver door central locking systemmotor -V302- - 18 - |CAN-Bus, Low 
19 - |Driver door contact switch -F2- - 19 - |CAN-Bus, High 
20 - |Passenger door contact switch -F3- - 20 - |Radio -R- 
21 - |Driver door central locking system motor -V302- - 21 - |Radio -R- 
22 - |Driver door central locking system motor -V302- - 22 - |Diagnosis terminal, CAN-Low 
23 - |Rear tailgate unlocking switch -E165- , Spare wheel unlocking - 23 - | Diagnosis terminal, CAN-High 
switch -E405- , Spare wheel unlocking support switch -E727- 
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24 - |Driver door central locking system motor -V302- - 24 - |Right alarm ultrasound sensor -G171- , Alarm system‘Ultrasound sensor 
-G209- , Rain,sénsor and photodetector -G397- 

25 - |Int. locking switch, driver side -E150- - 25 - |- 

26 - |Rear right door contact switch -F11- - 26 - |-- 

27 - |Front lid / engine lid contact switch for the alarm system -F120- - 27 - |Windscreen wiper delay relay switch (intermittent operation) -E22- 

28 - |Warning light switch -E3- - 28 - |- 

29 - |Contact of the airbag coil and return spring with slip ring -F138- - 29 - |= 

30 - |Central control unit for window control -J1015- , Rear tailgate - 30 - |keft alarm ultrasound sensor -G170- 

unlocking motor -V139- 

31 - |- - 31 - {Rear window heating system switch -E230- 

32 - |Turn light/flashing light switch -E2- - 32 - Windscreen wiper motor -V- 

33 - |Turn light/flashing light switch -E2- - 33 - 

34 - |Rear left door contact switch -F10- - 34 - [instrument cluster -K- , Light switch illumination lamp -L9- , 

35 -_|Sunroof movement control unit -J245- - 35 -|5 

36. | - [- -| 36 |-|= 

37 __| - [Light switch -E1- =if97 | [12 

38 - |- - 38 - | Terminal 31 

39 - |Terminal 31 - 39 - | Terminal 30, Fuse 40 in fuse holder B -SB40- 

40 - |Front right side lamp -M3- , Rear right lamp -M2- - 40 - |Termina’31 

41 - |Front left side lamp -M1- , Rear left lamp -M4- - 41 - |- 

42 - [Terminal S, Fuse 2 in fuse holder A -SA2- - 42 -|- 

43 - |Engine control unit -J623- , Brake pedal switch -F47- - 43 - |Light switch -E1- 

44 - |Terminal 15, Fuse 38 in fuse holder B -SB38- , Relief relay of - 44 -|- 

terminal 15 -J404- 

45 - {Light switch -E1- - 45 - |- 

46 -|- - 46 - |- 

47 -|- - 47 - |- 

48 - |Sunroof movement control unit -J245- - 48 - |External side mirror folding control unit -J351- , Reverse gear light switch 
ae Left reverse gear light lamp -M16- , Right reverse gear light lamp 

49 - |- - 49 - |Generator (Alternator) -C- , Voltage regulator -C1- 

50 -|- - 50 - |Automatic gearbox control unit -J217- , Starter -B- , Ignition switch -D- , 
Engine control unit -J623- 

51 - |- - 51 - |Ignition switch -D- , Relief relay for contact X -J59- , Relief relay 2 of contact 
X -J339- 

52 - |- - 52 - |Light switch -E1- 
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53 - |Alarm horn relay -J641- - 53 - |Windscreen wiper delay relay switch (intermittent operation) -E22- 
54 | - [- -| 54 | - [CAN-Bus, High 
55 | - |- -| 55 |-|[- 
56 - |Warning light switch -E3- - 56 - |-- 
57 -_|Left alarm ultrasound sensor -G170- - 57 - |CAN-Bus, Low 
58 -_|Instrument cluster -K- - 58 -|- 
59 - |- - 59 - |Terminal 30, Fuse 9 (30) of the battery fuse holder -S267- 
60 - |Rear window heating system switch -E230- - 60 - | Terminal 31 
61 - |- - 61 - |Rear window wiper motor -V12- , Rear window and windscreen washer 
pump -V59- , Windscreen wiper delay relay control -E38- 
62 - |Relay 2 for long-range headlights -J1062- , Fog lights relay -J5- , - 62 - |Windscreen wiper delay relay switch (intermittent operation) -E22- 
Turn light/flashing light switch -E2- 
63 - |Terminal 30, Fuse 36 in fuse holder B -SB36> - 63 - |Rear window defogger -Z1- 
64 -|- - 64 - |- 
65 - {Internal lighting, Rear leftéading light -W11- , Rear right reading | - 65 - |- 
lamp -W12- 
66 - {Internal lighting, Alarm system ultrasound sensor -G209- , Right - 66: - |- 
alarm ultrasound sénsor -G171- , Rain sensor and photodetector 
-G397- 
67 -|- - 67 = Terminal 30, Fuse 6 in fuse holder A -SA6- 
68 - |Terminal 30, Fuse 29 in fuse holder B -SB29- - 68 - Terminal 30, Fuse 47 in fuse holder B -SB47- 
69 - |Windscreenswiper motor -V- - 69 - |-5 
70 - [Terminal 34 - 70 -|~ 
71 - |Windscreer wiper motor -V- - 71 - |- 
72 -_|Horn and double horn -H1- - 72 -|- 
73 - |Terminal 30, Fuse 41 in fuse holder B -SB41- - 73 -|- 
1.3 Instrument cluster indicator control unit -J285- 


13:1 Fitting Location: 
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No. 815/ 10 


1 - Instrument cluster indicator control unit -J285- 


A - 32-pole fitting connector in the instrument cluster -T32a- 


Fitting Locations 


1.3.2 Connector description: Instrument cluster indicator control unit -J285- 


R97-10542 


T32a Function 
1 Fuel gauge sensor 
2 = 
3 Le 
4 Terminal 58d 
5 Terminal 58 
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6 ag (, 
7 - Immobilizer reading coil 
8 - Immobilizer reading coil 
9 - Speed sensor 
10 - - 
11 - - 
12 - = 
13 - Fog lights 
14 - Headlights 
15 : Alarm 
16 - Terminal 31 
17 - - 
18 - - 
19 - External temperature sensor 
20 - Terminal 34, Sensors mass 
21 - Multifunctional (MFA) above 
22 - Multifunctional (MFA) below 
23 - Multifunctiofal (MFA) enter 
24 - - 
25 : Handbrake control switch 
26 - Brake oil level warning contact 
27 - Oil pressure switch: 
28 - CAN-Bus, High 
29 : CAN-Bus, Low 
30 - - 
34 - Terminal 15 
32 - Terminal 30 

1.4 Central control unit for window control -J1015- 


1.4.1 Fitting Location: 
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1 - Central control unit for window control -J1015- we age" AG. Volkswage, 
NO 


A- 12-pole fitting connector in the window control central control unit Tag 


B - 23-pole fitting connector in the window control central control unit 2ab- 
& 


1.4.2 Connector description: Central control unit for window control -J1015- 


T12g - |Function Function 
1 - |Rear window control blocking switch -E39- Terminal 31 
2 - |Rear window control blocking switch -E39- 2 Onboard network control unit -J519- 
3 - |- 3 
4 - |Rear window control blocking switch -E39- - 4 - |= 
5 - |Rear left window control switch, driver side -E53- - 5 - |e 
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6 -_|Rear left window control switch -E52- 6 - 
7 - |Rear left window control switch, driver side -E53- tk Front right window control switch, driver side -E81- 
8 - |Rear right window control switch -E54- 8 - 
9 -_|Rear left window control motor -V26- 9 Terminal 31 
10 -_|Rear left window control motor -¥26- 10 - 
11 - |Rear right window control motor -V27- 11 - 
12 - |Rear right window control moter -V27- 12 Diagnosis terminal= K 
a 2, [& 13 a 
A 14 2 
- -|- 5) Front right window control switch, driver side -E81- 
- -|- 16 Passenger door window control switch -E107- 
= eo 17 Fr. 
= Pa 18 = 
- -|- 19 Driver window coatrol motor -V147- 
- -|- 20 Driver window control motor -V147- 
- -|- 21 Passenger window activation motor -V148- 
- -|- 22 Passenger.window activation motor -V148- 
- - |- 23 Terminat30, Fuse 22 in fuse holder A -SA22- 
1.5 Airbag control unit -J234- 
1.5.1 Fitting Location: 
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1 - Airbag control unit -J234- 
A- 50-pin connector in the airbag control unit -T50a- 


1.6 Air conditioning control unit -J301- 


1.6.1 Fitting Location: 
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agen AG. Volkswagen 
xen 


1 - Air conditioning control unit -J301- 


B - 5-pin connector in the natural air fan switch -T5m- 


d.agaes 


SEs 


1.6.2 Connector description: Air conditioning control unit -J301- 


T5m__| - [Function - | Tor -_ [Function 
1 - |Blower level 4 Pre-resistance of the natural air fan w/ - 1 - |[- 
overheating fuse -N24- 
2 - |Blower level 3 Pre-resistance of the natural air fan w/ - 2 - |- 
overheating fuse -N24- 
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3 - |Blower level 2 Pre-resistance of the natural air fan w/ - 3 - |Recirculation valve and natural air valve control motor -V154- 
overheating fuse -N24- 

4 - |Blower level 1 Pre-resistance of the natural air fan w/ - 4 - |Recirculation valve and natural air valve control motor -V154- 
overheating fuse -N24- 

5 - [Power output +12V - ‘S: - |Terminal 31 

S -|- - 6 -_|Compressed air compressor -V534- 

- -|- - af - _|Engine control unit -J623- 

- -|- - 8 - |Natural air fan switch -E9- , Pre-resistance of the natural air fan w/ 

overheating fuse -N24- 
: -|- : 9 -_|Onboard network control unit -J519- 
: -|- - 10 -_|Recirculation valve and natural air valve control motor -V154- 


1.7 Selector lever sensors control unit -J587- 


1.7.1 Fitting Location: 
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1 - Selector lever sensors control unit -J587- 


A- 10-pin connector in the selector lever sensors control unit -T10g- 


R97-10855 


1.7.2 Connector description: Selector lever sensors control unit -J587- 


T10g - Function 
1 : Terminal 31 
2 a = 
3 a = 
4 = ES Oy 
5 - Terminal 58d 
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6 aaa 
7 - CAN-Bus, High 
8 - CAN-Bus, Low 
9 : Terminal 15, Fuse 19 in fuse holder A -SA19- 
10 : Terminal 30, Fuse 13 in fuse holder A -SA13- 
1.8 Parking assist control unit -J446- 


1.8.1 Fitting Location: 
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1 - Parking assist control unit -J446- 
A- 12-pin connector in the parking assist control unit -T12f- 


B - 16-pin connector in the parking assist control unit -T16e- 


1.8.2 Connector description: Parking assist control unit -J446- 


> x 
Ti2t__| - [Function ~ | Te Function, ol 
1 -|- -[ 4 Terminal 15, Fuse 38 in fuse holder B-SB38- 
2 - |Rear right parking assist sensor, centre -G205- - | 2 Rear parking assist warning buzzer -H15- 
3 - |Rear left parking assist sensor, centre -G204- - | 3 - 
4 - |Rear right parking assist sensor -G206- - | 4 - 
5: - |Rear left parking assist sensor -G203- - | 5 - 
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CAN-Bus, High 


Sensor, Masscrear 


Terminal 31 


EN 


Rear parking assist warning buzzer -H15- 


Sensor, voltage, rear 


CAN-Bus, Low 
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